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NU-DENT 
DUPLICATION IN STONE 
APPROACHES 
PERFECTION - - - 


Now .. NU-DENT's latest develop- 
ment —— NU-DENT SILICONE — in 
conjunction with Nu-Dent's scientific 
technique of duplication — removes 
many problems in the use of finished 
restorations. 
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NU-DENT SILICONE—scientifi- 


cally prepared and laboratory-— 
tested — has been used in 


preparing thousands and thou- 
sands of Nu-Dent restorations 


for more than a year. The 
technique is simple and rapid—- 


NU-DENT SILICONE—in conjunc- 


tien with NU-DENT's scientific 
technique of duplication—offers 
o simple method for the retrac- 


tion of gum tissues and the taking 


of impressions. 


@ NU-DENT SILICONE—in conjunc- 


tion with NU-DENT’s scientific 
technique of duplication—elimi- 


nates copper bands and elimi- 


nates syringe technique. — 
@ NU-DENT SILICONE—in conjunc- 
tion’ with NU-DENT's scientific 


technique of duplication—elimi-— 


try-ins. 
@ NU-DENT SILICONE—in conjunc- 
tion with NU-DENT’s. scientific 


technique of duplication—does 


not require immediate pouring. 


Here is another forward step by 


NU-DENT . . . leaders in the field 
of porcelain, acrylic and gold resto- 


rations . . . since 1925. Mail the 


jnu-dent PORCELAIN STUDIO, INC.| 


REG. S. PAT. OFF 
West 42 $t., N.Y. 36, MY. 4-3591, 2, 3, 4, 5,6 
9615 Brighton Way, Beverly Mills, Col. Phone—CRestview 5-8717, | 
Please send data on how NU-DENT’s SILICONE | 
] technique can save time and assure finer resto- ! 
rations. 


Dr. 
Address. 
City & Zone Stote 


ty. Publishing, Editorial and advertising office, North 


6-4076. Annual subscription $2.50; single copies 15 cents; 


ies. 
class mail privileges authorized at Chicago, Illinois. 
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Season's 


Greetings 


To our many friends in the Dental 
Profession we extend 
our most sincere wishes for a 


Prosperous and Happy New Year 


Ohe S. S. White Dental Mfg. Co. 


55 East Washington St. Pittsfield Building Chicago 2, Illinois 


Jefferson and Fulton Streets 
Peoria 1, Illinois 
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...is the profession’s 
“favorite toothbrush”’ 


For very good reason, Py-co-pay is the out- 
standing first choice of the dental profession 
among toothbrushes. That reason is 
superiority .. . 


In design—first in professional standards— 
small, narrow head 1" long; uniformly trim- 
med bristles; straight, rigid 6" handle. 


In patient benefits—fits better in lingual areas, 
covers each brushing position thoroughly; 
patented “‘Duratized”’* natural bristles last 
longer. Nylon and natural brushes are “‘Ster- 
atized”’* to inhibit bacteria for the effective 
life of the brush. 


PLUS THESE SPECIAL FEATURES 


@ Py-co-TIP—fiexible rubber tip for interdental 
stimulation. 

@ Choice of bristle texture to meet every need 
—medium, hard and extra hard nylon; 
“Softex”’ multi-tufted nylon; hard natural. 
Junior brush in medium nylon. 

@ Widely distributed thru retail stores so that 
patients can easily follow their dentist’s specific 
recommendations. 

@ Available to the profession at special low 
prices for patient instruction in oral hygiene. 

*T.M. 


BLOCK DRUG COMPANY, INC. 
Jersey City 2, New Jersey 


recommended by more dentists than:any other toothbrush 
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You wouldn’t depend on a 1920 model car today, particu- 
larly not after seeing and driving the sleek, new 1959 models. 

And it’s just as true in your dental practice. Your patient 
wants a dentist with a 1959 practice. Professional skill is not 
enough. The management of your practice must keep pace 
with your technical dentistry. Only through professional skill 
AND good practice management will you be able to carry 
out your responsibility to give better and more service to 
more people. 

Send for a copy of “PBP . . . What it is . . . What it does” 
— for your patients, your practice and YOU. 


For your free copy, fill in the spaces be- 
low, tear out this page and mail TODAY 


PROFESSIONAL BUDGET PLAN 
PROFESSIONAL 303 East Wilson Street, Madison 3, Wisconsin 


BUDGET PLAN 
Madison, Wisconsin Street Address. 


City 


“24 
| 
& 
/ 
— 
4 
| 
¥, 
ee 


5 New to Help Broaden Your Dental Serwice 


Kerr-Ash-Millard ORAL DIAGNOSIS 


Helps You Improve Your Diagnostic Skills 
ORAL DIAGNOSIS can help you improve your diagnostic skills—and thus save valuable’ 
chair time. Unencumbered by pathological descriptions of individual diseases, this new book 
gives you a step-by-step presentation of the principles and procedures that should be used in 
arriving at a correct ‘Sith: ca cose: 
performing a proper clinical examination and formulating a diagnosis. 
DONALD A. KERR, D.D.S., M.S.;- MAJOR M. ASH, JR., D.D.S., M.S., and H. DEAN MILLARD, D.D.S., 
S. Just Published, 1959, 424 pages, 6%'' x 9%"', 212 illustrations. Price, $10.00. 


Tiecke-Stuteville-Calandra 


PATHOLOGIC PHYSIOLOGY OF ORAL DISEASE 


Correlates the Clinical Aspects to Microscopic Pathology 

This new Mosby book correlates the clinical aspects of oral disease with the microscopic 
thology of these conditions. It stresses the most common oral lesions seen by the practicing 
wma, Brahis and malignant tumors, cysts and tumors of odontogenic origin, sutural cysts 
and cysts of the soft tissue that involve the oral region. The etiology, clinical signs and 

symptoms, gross and microscopic appearance is included for each condition. 
.D., Ph.D. Ready in March, - Approx. Pages, 


Goldman-Schluger-Cohen-Chaikin-Fox 

AN INTRODUCTION TO PERIODONTIA 

Provides a Basic Background in Periodontia 
The second in Mosby’s new Postgraduate Dental Lecture Series, this new book ides you 
with a broad presentation of periodontal disease manifestations, examination, Pet osis and 
treatment. Prepared by five distinguished clinicians, teachers and writers, this discusses 
disease processes from the viewpoint of anatomy, cape AS pe examination, diagnosis 
and therapy. All the new techniques are adequately covered. 


HENRY M. GOLDMAN, D.M.D., F.A.C.D.; SAUL SCHLUGER, D.D.S.; D. WALTER COHEN, D.D.S.; 
CHAIKIN, D.M.D., F.A.C.D.; and LEWIS FOX, D.D.S.. F.A.C.D. Ready next month. Approx. 
310 pages, 4%" x 180 Mlustrations. About $8.00. 


Sears NEW TEETH FOR OLD 


A Time-Saver for You and Your Patients _ 
You can ease your patients’ fears—support your own ad:ice—and save valuable time that you 
would otherwise spend “explaining” by giving your prosthetic patients the new 3rd edition 
of NEW TEETH FOR OLD. Written with charm and good humor in layman’s language, 
this book answers such questions as “Will I be able to eat?”, “How will-I look?” or “Will 
it be painful?”. 
~ manne 9 H. SEARS, D.D.S. Ready next month. 3rd edition, 113 pages, 5¥/2"' x 8'', illustrated. 


Peterson CLINICAL DENTAL HYGIENE 
Gives a Broad View of the Dental Hygienists Responsibilities 
This new book helps you save chair time by making the maximum use of your auxiliary 
1. It contains all the information the dental hygienist needs to become a valuable, 
efficient chairside assistant, giving primary attention to oral prophylaxis. This new book also 
discusses roentgenology, sterilization ods, dental materials and instrumentation. 


Edited SHAILER PETERSON, B.A., M.A., Ph.D., F.A.C.D. Written by 18 Contributors. Ready next 
month. 315 pages, 62°" x 9/2", 161 figures. About $7.00. 


Examine these New Books at the Convention or Order on 10 Day Approval from 


The C. V. Mosby Company 


3207 Washington Boulevard St. Louis 3, Missouri 
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* .. the most lete line of 
Certified ALL-STEEL, QUALITY-BUILT 
functional modular 

Laboratory and Operatory 


WALL & BASE CABINETS 


Fully formed formica working 
surface. 


Heavy gauge furniture steel con- 
struction. 


Designed to accommodate 4x8” 
instrument trays. Protected by 
rubber insulators. 

Sink cabinets come completely 
assembled and include sink, 
strainer and faucet. 


e Satin finish chrome hardware. 


e Available in choice of 12 stand- 
ard colors at no extra charge. 


SEND FOR COMPLETE CATALOG & PRICE LIST 


Certift PRODUCTS, INC. 


2 COIT STREET © IRVINGTON 11, N. J. 
Designers and Manufacturers of the Finest Professional Cabinets 
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OUR 
GUEST! 


at GOMCO® Booth 38 


February 8th - 11th, 1959 
at the Conrad Hilton 


We may not have an actual carpet to roll out for you at Booth 38, 
but the welcome will be no less cordial when gabe in during 
your stay at the Mid-Winter Meeting! To rs of the 
Chicago Dental Society, our heartiest i sathondbeec our assur- 
ance to you of an exhibit well worth seeing. 


Shown are just two of the latest 
GOMCO 2 aids to better practice 
which you will see in action at 
Booth 38, 


Above, the new Gomco No. 791 
Heavy-Duty Aspirator. 


GOMCO SURGICAL MANUFACTURING CORP. 
828-D East Ferry Street Buffalo 11, New York 
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vertical and 


From Ticonium Research comes 
the amazing Ticonium Vertiscriber, 
the full denture technique which 
eliminates guesswork in bite reg- 
istration 


Vertical and Centric are estab- 
lished correctly and simply. 

This time-tested technique 
could be the solution to your bite 
problems. 


Ideal Dental Laboratories 
4805 Fullerton Avenue, Chicago 39, Illinois 
Phone: BErkshire 7-0868—7-0869 


Mutual Dental Company 
3154 West 63rd Street, Chicago 29, Illinois 
Phone: REpublic 7-7100 


TICONIUM 


VERTISCRIBER 


TECHNIQUE 


OIVISIOM GF CONSOLIDATED METAL tear. 
ALBANY 1. NEW YORK 


M. E. Naughton Dental Laboratory 
7854 South Eberhart Avenue, Chicago 19, Illinois 
Phone: STewart 3-2808-09-10 


Southwest Dental Laboratory 
4204 Archer Avenue, Chicago 32, Illinois 
Phone: LAfayette 3-4994-5 


To be demonstrated at Booth nd 197 | 
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THANK YOU 


DENTISTS OF CHICAGO 


Chicago was the first test area for Phal. We 
knew what it would do, but we wanted to be 
certain of your reaction to this new dentifrice. 


Your reports have given us the feeling that years 
of research and the expenditure of many thou- 
sands of dollars has not been in vain. We thank 
you for your recommendations . . . for accepting 
Phal in your practice . . . and for testing it in 
your own mouths. 


It took 7 years of hard work to compound a 
home care product which thoroughly cleans the 
mouth . . . is pleasant to use . . . and is mildly 
alkaline. 


Do not think of Phal as a flavored soap or 
detergent; but as a dentrifice whose cleaning 
effect is built around physiological salts. 


We ask you to help us keep Phal ethical .. . 
place it in your armamentarium along with your 
antibiotics, sedatives, etc. 


MAKE PHAL YOUR PRESCRIPTION OF CHOICE 


Assists the tooth brush in 
fulfilling all of the ac- 


cepted requirements for 
perfect oral HYGIENE. 


1. IT WILL PRODUCE AN ALKALINITY OF 
OVER pH 7.5. 


2. IT IS ALL SOLUBLE. 

3. IT 1S NON-RRITATING. 

4. IT 1S PRACTICALLY NON-ABRASIVE. 

5. IT 1S HIGHLY PALATABLE. 

IT IS HARMLESS IF SWALLOWED. 

7. IT CAN BE USED BY THE ENTIRE FAMILY. 


SEND US YOUR NAME AND ADDRESS 
FOR A FULL SIZE SAMPLE 


Ss. P. PHALMO COMPANY 
25 E. WASHINGTON STREET 
CHICAGO 2, ILLINOIS 
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will find something new 
and worth while at 
Our Booth *178 
during the 
Chicago meeting 


It is ACHATITE —a very practical filling material that 
stays filled. \t is reinforced with a glass component 
and has a tensile strength that is several times that of the 
porcelains. It just won’t wash out! You can use it for all 
cavities in anterior teeth, as a proximal filling material and 
substitute for noble metal pa ser and amalgams. Dentists 
who change to Achatite almost never change back . . . 


To learn how Achatite can serve you better would alone 
be worth your visiting our Booth . . . but, of course, there 
will be many other new and familiar and useful 

and materials for you to see. Be sure to . We're on 
the East side of Aisle F in the Main Exhibit es 


D. L. SASLOW CO., Inc. 
Dental Manufacturing & Supplies 
125 N. Wabash Ave., Chicago, Ill. 


See THE 


NEW SENSATIONAL 
CAMERA FOR DENTAL PICTURES : 


Kodak Startech 


omplete (Camera, Lenses, Film, Bulbs) $34.75 


Booth 309 | 
MEDICAL-DENTAL PHOTO CO. | 
Box 55 — Levittown, N. Y. 3 
10 
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Best Wishes 


for a 


Successful 


onvention! 


We cordially 
invite you to 
visit our 
booth No. 31 


B Company 
San Jose, California 
Toronto, Canada 
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More absorbent, convenient, 
comfortable. Bend easily, fit 
snugly. All cotton, no starch, 
non-irritating. Economical. 


COTTON PELLETS & BALLS 
NINE sizes to meet every need. 
Firmly spun from selected long- 
staple cotton, uniform in size 
and cotton content, free of nibs 
and wispy ends. Richmond 
makes them soft and well- 
formed—and of course they are 
_ highly absorbent. 


PELLET DISPENSERS 

Temple, Revolving, Beehive. 
Sturdy, attractive, long-lasting; 
refills available in easy-to-use 
cartridge boxes or standard 


TISSUES 
Soft, absorbent, sturdy. Patients 
like the dispenser box, a con- 
venient size for instrument tray; 
2-ply, 5” x 84”. 


EXODONTIA SPONGES 
Sterile or non-sterile packing. All 
gauze or cotton filled. Con- 
venient, economical, absorbent. 
All cut edges lie in center. 
Write for testing samples. 


BOX 2176 ¢ - CHARLOTTE 1, NORTH CAROLINA 
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| success of Nobilium partials is 
something that you can safely assume; 
millions of cases now in the mouth 
evidence this fact. The Nobilform 

patterns that your laboratory uses, 
the Nobiloid duplicating material, the 
Nobilium investments and the fabu- 
lous Nobilium electric casting proce- 
dure assures accuracy of the highest 
order. And the Nobilium electrolytic 
polishing provides a lustrous finish 


that stays bright.This means real 
fort for your patients, functional effi- 
ciency and natural esthetics. It means, 
of course, happy patients. 

. . - Entrust your carefully taken 
Nobiljel impressions to your prefer- 
red Nobilium laboratory —and get 
everything you want ASSURED. What 
does this assurance mean? Just what 
it says . . . you will be completely 
satisfied. 


Complete Satisfaction Assured / 


NOBILIUM PRODUCTS, INC. 
125 N. WABASH AVE., CHICAGO 2, ILL. » 914 WALNUT ST., PHILADELPHIA TPA. 
130 N. BEAUDRY AVE., LOS ANGELES 12, CALIF. 


NOBILIUM of TEXAS, 3010-12 Milam Street, Houston, Texas 
NOBILIUM of MIAMI, 1442 N.W. 36th Street, Miami 42, Florida 


NOBILIUM PRODUCTS of CANADA, LTD., Toronto *« NOBILIUM of EUROPE, A. B. Stockholm 


Export Department of Nobilium Products, Inc., 2255 Broadway, New York 24, N.Y. 


id 
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.... Aunit of Nobiljel 

is delivered to you with = 

each Nobilium tion 
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Why do so many dentists specify 


JECTRON 


for all denture patients? 
Here are the reasons: 


JECTRON’s MODERN TECHNIQUES MEAN BETTER DENTURES 


‘+ bei Better Resin—Jectron dentures are made from a 

scomplex combination of styrenes that are pre-cured before 
processing. The resin contains no acrylic. Jectron polystyrene 
is not subject to the internal stress and strain so common 
to all acrylic dentures. 


Clinical Result: Because they are made of this newer, better 
denture resin, Jectron dentures do not shrink, warp or water- 
swell. They are absolutely form-stable in mouth service, fit 
comfortably from the first, with retention that lasts and 
lasts and lasts. 


Foolproof Molding Technique—Jectron dentures are proc- 

sessed by Trans-injection molding, a continuous, controlled 
operation that eliminates the possibilities for error inherent 
in old-fashioned, hard-to-control processing methods. 
Clinical Result: Because of this newer, better processing 
technique, Jectron dentures virtually eliminate open bites. 
These modern techniques make Jectron dentures unique. 
They can help you, too, to build your denture practice. 
Specify Jectron for all denture patients. 


IMPORTANT NEWS: 
Jectron dentures are now available in three shades: 
Natural Jectron ; 
Jectron Tissu-Blend L (red hue) for patients with lighter 
complexions 
Jectron Tissu-Blend D (blue hue) for patients with 
darker complexions 
Tissu-Blend is Jectron’s name for tiny veins of lifelike beauty, 
locked by pre-curing into the Jectron polystyrene bar. 


CENTRIC DENTAL LABORATORIES ORAL ART LABORATORY, INC. 

55 East Washington Street ® Chicago 25 East Washington Street @ Chicago 
Telephone FRanklin 2-0489 Telephone DEarborn 2-4141 

IDEAL DENTAL LABORATORY A. J. SCHROEDER LABORATORIES 

4805 Fullerton Avenue ® Chicago 5834 Lincoln Avenue ® Chicago 
Telephone BErkshire 7-0868 Telephone LOngbeach 1-9670 

M. E. NAUGHTON DENTAL LABORATORY J. THOMPSON DENTAL CO. 

7854 South Eberhart Avenue ® Chicago 8416 South Ashland Avenue © Cane 


Telephone STewart 3-2808 Telephone PRescott 9-4345 
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PLEASE VISIT 
OUR BOOTH 


at the 
MIDWINTER MEETING 


of the 


CHICAGO DENTAL SOCIETY 


Conrad Hilton Hotel, Chicago 
February 8-9-10-11 


NEW TECHNIC 


A New ELASTIC 
IMPRESSION MATERIAL Technic 


for 
PORCELAIN RESTORATIONS 


We have a very new, helpful and interesting impres- 
sion technic to show you. 


You now can construct PORCELAIN JACKETS without 
copper band impressions and without inlay wax cap 
and plaster. All you need now is one tray impression 
in ELASTIC IMPRESSION MATERIAL of the prepared 
tooth or teeth, including three (3) or four (4) teeth on 
either side; a full-mouth impression is still better. 


For the first time in forty (40) years there has been 
an effort to improve PORCELAIN RESTORATIONS 
through an improved, easy impression technic. This new 
ELASTIC IMPRESSION MATERIAL technic helps you, 
makes it easier for patient and better for us. 
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W. SCHNEIDER DENTAL LABORATORY 
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CHICAGO 
MIDWINTER 


MEETING 


Once each year during your annual meeting we 
have the opportunity to show what 

progress we have made in the highly specialized 
field of fixed crown and bridgework. 


This opportunity for dentist and technician to 
discuss what was done or has happened during the 
past year and then consider what could 

transpire during the forthcoming year makes 
‘for a most constructive educational period. 


We shall look forward to your visit at our booth. 


OTTO E. KRAMER 
KRAMER DENTAL STUDIO 


P. O. BOX 928 
MINNEAPOLIS 40, MINNESOTA 
“Good Dental Craft — Like Good Dentistry — 
Lies More in Service Than in Profit” 
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Ohe Fortnightly 


Number1 — 
Volume 37 


OF THE CHICAGO DENTAL SOCIETY 


Bill Osmanski Presents 19 
News and Announcements 20 
Chicago Dental Society January Meeting 21 


Preliminary Program of the 1959 Midwinter Meeting 
Affiliated Groups 
Limited Attendance Clinics 
Centennial Kick-Off Luncheon 
Centennial Research Award 
Panel Presentations 
Closed Circuit Television Program 
Essay Program 
Group Demonstration 
Table Clinics 
Projected Clinics 
Visual Education 
Scientific Exhibits 
Directory of Technical Exhibitors 


Applicants for Membership 


~] 


ELMER EBERT EDITOR 
ORVILLE C. LARSEN ASSISTANT EDITOR 
KARL S. RICHARDSON BUSINESS MANAGER 


Contributions: Manuscri should be double spaced, and the 
original copy should be submitted. Every effort will be made to return un 
manuscripts if request is made, but no nee can be accepted for failure 
to do so. Anon communications will receive no consideration whatever. 
So ag and news items of interest to the membership of the society are - 
solicited. 

Forms close on the first and fifteenth of each month. The early submission 
of materials will insure more consideration for publication. 
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WILLIAM T. OSMANSKI_ 


GENERAL CHAIRMAN 
94th Midwinter Meeting, Chicago Dental Society 
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Ohe Fortnightly 


REVIEW 


THE CHICAGO DENTAL SOCIETY 
January 2,1959 Volume 37 + No.1 


Bill Osmanski Presents — 


e present in these pages a preview of the 94th Annual Midwinter Meeting 
W: the Chicago Dental Society. This is your opportunity to choose and 

plan the parts of the program that you would like to attend. I would like 
to point out some changes in the standard format to which you have become 
accustomed in the past. 

The General Session, formerly held on Monday evening, is supplanted by a 
Civic Luncheon on Monday noon. Civic leaders, prominent educators and dental 
dignitaries from the entire United States will gather to mark the beginning of the 
Centennial of the American Dental Association. Dr. Percy T. Phillips, President 
of the Association will be a prominent functionary and the speaker of the day will 
be the Honorable Arthur S. Flemming, Secretary of Health, Education and Welfare. 
This will be a gathering of everyone of note and importance in organized dentistry 
and I would advocate your making plans to attend. 

The second deviation from the usual finds the Dinner-Dance and Floor Show 
on Tuesday night instead of on Wednesday night. 

It has been a distinct pleasure to work with the Chairmen and committee mem- 
bers responsible for this meeting. We are indebted to Norman Olsen, Program 
Chairman, for one of the finest programs that the Society has presented in years. 
Norm has been ably assisted by F. Robert Christopher, Chairman of the Essay 
Committee, Frank Hanagan, Chairman of the Limited Attendance Committee, 
Sheldon Rosenstein, Chairman of the Table Clinic Committee, and Ben Gans, 
Chairman of the Projected Clinic Committee. The Society owes a debt of gratitude 
to these men for their great expenditure of time and effort. The results of their 
intelligent and forward-looking efforts appear on the other pages of this Preliminary 

issue. 

The Table Clinic Program is scheduled for Monday, Tuesday and Wednesday 
afternoons in the Williford Rooms on the Third Floor of the Conrad Hilton Hotel. 
Williford B will be the scene of the Projected Clinics on Monday, Tuesday and 
Wednesday mornings. Students from the three Chicago dental schools will again 
present demonstrations, in the clinics, of quick denture repairs—a_recurrently 
popular program feature. Another feature of the program will be panels presented 
in the Waldorf Room on Monday morning and on both Tuesday and Wednesday 
mornings and afternoons. Subjects of the panels will be High Speed Dentistry, 
Children’s Dentistry, Practice Management, Denture Construction and How Long 
Will You Last? This latter will find four of Chicago’s outstanding medical men 
telling the practicing dentist what to do and not to do about his posture, his diet, 
(Continued on page 74) 
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NEWS AND ANNOUNCEMENTS 


A NITE AT THE CHEZ 


Our Entertainment Committee Chair- 
man, Vance Philips, has arranged with 
the famed Chez Paree on Chicago’s Near 
North Side to make their facilities avail- 
able at a special price to dentists on 
Monday evening, February 9th, the Mon- 


day of the Midwinter Meeting. The op- — 


eration will be titled A Nite at the Chez 
and for fifteen dollars a copy the dentists 
and their ladies meet in the Chez’ exclu- 
sive Key Club for a cocktail, enjoy a 
roast beef dinner in the Main Dining 
Room, see the Sammy Davis Show and 


the Chez Paree Adorables (that’s girls, 


man) and stick around for all the danc- 
ing they want for themselves on a do-it- 
yourself basis. 

The easy way to get set on this party is 
to write to the Chez Paree, 670 Fairbanks 
Court, Chicago 11, Illinois and ask Bea 
Engstrom to hold x places for you. Seats, 
that is. Or, if you prefer the hard way, 
wait until the meeting starts and most of 
the seats are sold and arrange them with 
her at the meeting. There'll be a sales 
desk for tickets in the Registration area. 


NAVAL RESERVE 9-2-3-5 
JANUARY MEETING 


The next meeting of Naval Reserve 
Companies 9-2-3-5 will take place at 
2000 hours, 23 January, at the Naval 
Armory (note change from Yacht Club). 
Colonel Joseph L. Bernier, DC USA, will 
be the speaker; his subject, “Effects of 
High Speeds in Dental Pathology.” 


N.U.D.S. ALUMNI LUNCHEON 


The annual luncheon of the North- 
western University Dental School alumni 
will take place on Wednesday, February 
11th, at 12:00 noon in the Grand Ball- 
room of the Conrad Hilton. Reservations 
required—tickets may be obtained in the 
headquarters room, 557-A. 
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JUST A REMINDER 


Have you sent in your contribution for 
T.B. Seals? If you have but can do a 
little more, an additional contribution 
will be greatly appreciated. The need is 


great! 


LOYOLA °29 DINNER-DANCE 


The goth anniversary dinner-dance of 
the Loyola University School of Dentistry 


~ (C.C.D.S.) Class of 1929 will take place 


on February gth in the Mayfair Room 
of the Blackstone Hotel. 


JANUARY MEETINGS 


Chicago Academy of Dental Psychoso- 
matics: A meeting on January gth at the 
Conrad Hilton Hotel will feature a talk 
by Dr. Bernard E. Galston on “Addi- 
tional Uses of Hypnotherapy by the 
Dentist.” 

Chicago Dental Society: Section Four 
of the postgraduate course on prostho- 
dontia will be offered on January 2oth 
at the Conrad Hilton Hotel. For com- 
plete information see the full-page an- 
nouncement elsewhere in this issue. 

Englewood Branch: Regular monthly 
meeting will be held on January 13th at 
Nielsen’s Restaurant. Mr. William Clark, 
finance editor of the Chicago Tribune, 
will present a talk on “The Crystal Eight 
Ball,” all about investments and the tax 
problems of the professional man. 

Kenwood Hyde-Park Branch: Regular 
monthly meeting will take place on Jan- 
uary 6th at the Del Prado Hotel. Dr. 
Patrick Toto will speak on “Diagnosis, 
the Key to Successful Dental Practice.” 

North Side Branch: A midwest semi- 
nar will be offered by the North Side 
Workshop on January 14th and 15th at 
the Tam O’Shanter Country Club. “Prac- 
tical Operative Dentistry” will be dis- 
cussed by Dr. Ray Garvey. 

(Continued on page 80) 
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SECTION FOUR 


POSTGRADUATE COURSE 
IN 


PROSTHODONTIA 


January 20, 1959 


7:00 Motion Pictures 8:00 Scientific Session 


OUTLINE OF SECTION FOUR: 


1. Altering the trial setup. 


2. Re-mounting, and equilibrating the occlusion. 
3. The gold base lower denture. 


4. Insertion, adjustments and patient instruction. 
5. Dentist-laboratory relations. 


Room 
Program Leader, Dr. A. H. GRUNEWALD 


Monthly Program Chairman, Dr. RICHARD W. TIECKE 
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You cre Most Cordially Invited 


to attend the 94th Annual Midwinter Meeting of the Chicago 
Dental Society to be held on bebruary 8th to 11th, 1959. 
The committees have bent every effort to provide a program 
which will present the best, most modern and well-rounded 
material that is available. 

This Preliminary Program will afford you the time and 
opportunity to study the program material for the Midwinter 
Meeting so that you can obtain the utmost in value from 
your attendance. We trust that this 1959 Midwinter Meeting 
will be the rewarding experience you have found past meet- 
ings to be. 

George W. Teuscher, President. 
James N. Lynch, Secretary. 
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Preliminary Program 


THE 94th MIDWINTER MEETING 
of the 
CHICAGO DENTAL SOCIETY 


February 8, 9, 10, 11, 1959 
CONRAD HILTON HOTEL 


OFFICERS, DIRECTORS AND MIDWINTER MEETING 
COMMITTEE CHAIRMEN 


Directors 

Jesse R. Carlton O. E, Scott 

Arthur M. Duxler Clarence E. Simon 

Edward F. Kritzke Adolph F. Stark 

Eric R. Lindholm Joseph C, Ulis 
Chesinieas of Committees for the Midwinter Meeting 
Midwinter Meeting Program Committee. Norman H. Olsen 
Limited Attendance Clinic Division.....................055. Francis J. Hanagan 
Registration and Credentials Committee... N. Tope Maxson 
Exhibit Registration Committee. ....... William E. Shippee 
Information Committee. I. H. Shapiro 
Reception Committee for Visiting Women Dentists................. Jane W. Selbe 
Ladies Entertainment Committee... Mrs. E. G. Walters 
General Arrangements Committee. Wm. J. H. Sisson 
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REGISTRATION AND CREDENTIALS 


N. Tore Maxson, Chairman Joun L. Mannine, Vice-Chairman 


WHO MAY REGISTER 


To, 


All regular active, life, retired or honorary members in good standing of the Chicago 
Dental Society for the year 1959 (dues if not paid previously, may be paid at the 
Registration Desk) ; 


eee Society for the year 
1959; 


All members of the Dental Corps of the United States Army, Air Force, Navy, Public 
Health Service, or Veterans Administration who are members in good standing of 
the American Dental Association; 


Other members of the dental profession who are members in good standing of the 
American Dental Aésociation or a recognized foreign dental society upon payment of 
a registration fee of $5.00. Payment of this fee will entitle the registrant to all privi- 
leges of the meeting; 


All applicants for membership in the American Dental Association, provided a written 
statement is presented from the Secretary of the local society in which his application 
is pending; 


All dental assistants and dental hygienists who are members in good standing of their 
respective national associations, or who are employed by a member in good standing 
of the American Dental Association, or a recognized foreign dental society, provided 
evidence to that effect is presented in writing; 


Laboratory owners and technicians upon presentation of evidence of membership in 
good standing of a recognized state or national laboratory association, or upon written 
endorsement of a member of the American Dental Association upon payment of a 
registration fee of $5.00; 


Dealers’ and manufacturers’ representatives upon presentation of evidence of member- 
ship in good standing of a recognized national dealers’ or manufacturers’ association ; 


All Student Members of the A.D.A. upon presentation of membership card; 


Members of the family of an American Dental Association member upon written 
endorsement; 


Dental Association member. 
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AFFILIATED GROUPS 


The organizations listed below will hold functions during the period of the meeting. 
Those designated with an asterisk will have headquarters rooms. 


ORGANIZATION 


Academy of Applied Psychology in Dentistry 


Meeting Feb. 8 

Academy of Dentistry for the Handicapped 
Meeting Feb. 8 

Academy of General Dentistry* 
Luncheon Feb. 10 

Alpha Omega Fraternity* 


American Academy of Crown and Brid 
Prosthesis 
Meetings Feb. 7 and 8 
American Academy of Dental Practice 
Administration 
Meetings Feb. 4, 5, 6, 7 
American Academy of Gerodontology 
Luncheon Feb. 10 
American Academy of Occlusodontia 
Meeting Feb. 7 
American Academy of Restorative Dentistry 
Meetings Feb. 7 and 8 
American Academy of Plastics Research 
Meeting Feb. 8, Congress Hotel 
American Association of Dental Schools 
Meeting Feb. 6 
American Association of Endodontists 
Meetings Feb. 6, 7, and 8 
American Association of Endodontists - 
Auxiliary 
Luncheon Feb. 6 
American Association of Public Health 
Dentists 
Meeting Feb. 8 
American College of Dentists 
(Illinois Section ) 
Luncheon Feb. 8 
American Dental Association Council on 
Dental Education 
Meeting Feb. 7 
American Denture Society 
Meeting Congress Hotel 
American Society of Dentistry for Children 
Luncheon Feb. 10 
Chicago Academy of Dental Psychosomatics 
Meeting Feb. 9 
Chicago Dental Assistants Association* 


Chicago Academy of Dental Research 
Meetings Feb. 7 and 8 
Creighton University School of Dentistry* 


Delta Sigma Delta Fraternity 
Meeting and cocktails Feb. 8 
Dental Arts Club* 


CORRESPONDENT 


Aron A. Moss, 1332 Woodruff PIl., 
Union, N. J. 
M. L. Bramer 
-3405 W. North Ave., Chicago 47 
T. V. Weclew 
2739 W. North Ave., Chicago 47 
A. D. Kamin 
30 N. Michigan Ave., Chicago 2. 
Fred N. Bazola 
3854 W. 26th St., Chicago 23 


Ralph H. Campbell 
18595 Grand River, Detroit 23 


Herbert Mason 

658 Fairfield, Indianapolis 
Stanley S. Goldberg 

4753 Broadway, Chicago 40 
William E. Redlich 

636 Church St., Evanston 
LaMar W. Harris 

25 E. Washington St., Chicago 2 
Marion W. McCrea 

Univ. of Minn., Minneapolis 14 
Vincent B. Milas 

2559 W. 63rd St., Chicago 29 
Mrs. Paul Sherwood 

3373 E. Fairfax Rd., Cleveland 

Heights, Ohio 
Polly Ayers 

Jefferson Co. Dept. of Health, 

Birmingham 3, Ala. 
Elmer Ebert 

10058 Ewing Ave., Chicago 17 


B. F. Miller III 
222 E. Superior St., Chicago 11 


Victor Steffel 

Columbus, Ohio 
Norman H. Olsen 

1580 Sherman Ave., Evanston 
Stanley D. Buckner 

7oor N. Clark St., Chicago 
Leona Brault 

15408 Center Ave., Harvey 
Sanford Schaffner 

10 N. LaSalle St., Chicago 2 
Ben Lynch 

Creighton Univ., Omaha 
Wm. L. McDaniels 

25 E. Washington St., Chicago 2 
Joseph C. Ulis 

2965 Milwaukee Ave., Chicago 18 
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ORGANIZATION 
Englewood Old Timers* 


Illinois Dental Assistants Association* 
Meetings Feb. 7 and 8 

Illinois Dental Hygienists Association* 
Luncheon Feb. 9 
Fashion Show and Tea Feb. 11 

Independents* 


Indiana University Alumni Association* 
Luncheon Feb. 10 
International College of Dentists 
Luncheon Feb. 9 
Loyola University School of Dentistry* 
Cocktail party Feb. 9 
Loyola University School of Dentistry 
Class of 1918* 
Loyola University School of Dentistry 
Class of 1921 
Luncheon Feb.“11, Sheraton-Blackstone ~ 
Loyola University School of Dentistry. 
Class of 1924 
Luncheon Feb. 11 
Loyola University School of Dentistry 
Class of 1926 
Luncheon Feb. 11 
Loyola University School of Dentistry 
Class of 1927 
Luncheon Feb. 10 
Loyola University School of Dentistry 
Class of 1929 
Dinner Dance, Blackstone Hotel Feb. 9 
- Loyola Univeisity School of Dentistry 
Class of 1944* 
Dinner Dance Feb. 9 
Marquette University Alumni Association* 
Cocktail party Feb. 10 ; 
Midwest Society of Periodontology 
Meeting Feb. 8 
Northwestern University Alumni Association* 
Luncheon Feb. 11 
Northwestern University Dental School 
Class of 1913* 


Class of 1914* 
Class of 1917* 
Class of 1921* 
Class of 1923* 
Class of 1924* 
Dinner Feb. 9 
Class of 1926* 
Class of 1928* 
Class of 1929* 


Class of 1930* 


CORRESPONDENT 


J. E. Plewa 

13350 Baltimore Ave., Chicago 33 
Maurine Wheeler 

115% W. Front St., Bloomington, IIl. 
Viola V. Johnson 

8051 S. Wabash Ave., Chicago 19 


Gerson M. Gould 

755 N. Ashland Ave., Chicago 22 
Frank B. Jones 

Memorial Union Bldg., Bloomington, Ind. 
William E. Redlich 

636 Church St., Evanston 3 
Gerson M. Gould 

755 N. Ashland Ave., Chicago 22 : 
George W. Blaha 

104 S. Michigan Ave., Chicago 3 
J. J. Applebaum 

4000 W. Lawrence Ave., Chicago 30 


Irwin Slavin 
215 Water St., Waukegan, IIl. 


Joseph F. Voita 
1 Chicago Ave., Oak Park, Ill. 


Earl Gallagher 
342 W. 170th St., Hazelcrest, Ill. 


Edward F. Kritzke 
6001 W. Cermak Rd., Cicero, Ill. 


Bernard Justen 
1717 Glenview Rd., Glenview, II. 


Ray H. Pfau 

620 N. 14th St., Milwaukee 3 
Irving C. Stone 

111 N. Wabash Ave., Chicago 2 
Donald G. Wise 

311 E. Chicago Ave., Chicago 11 
Julius W. Ferm 

5336 N. Clark St., Chicago 40 


O. B. Davy 

708 Church St., Evanston 
Paul H. Hoeffel 

25 E. Washington St., Chicago 2 
Edgar W. Swanson 

25 E. Washington St., Chicago 2 
Mark C. Spencer 

5841 Belmont Ave., Chicago 34 


-Thomas E. Fleming 


8533 S. Ashland Ave., Chicago 20 
Edward D. Martin 

Watseka, 
James H. Pearce 

55 E. Washington St., Chicago 2 
Eugene T. Klein 

2256 W. Lawrence Ave., Chicago 25 
Peter B. DeBoer 
4013 Milwaukee Ave., Chicago 41 
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ORGANIZATION 
Class of 1931* 


Class of 1933* 
Class of 1934* 
Class of 1935* 
Class of 1936* 
Class of 1937* 
Class of 1938* 
Class of 1939* 
Class of 1949* 
Class of 1951* 
Class of 1952* 


Periodontal Study Group 
Meeting and Luncheon Feb. 8 
Progressive Club* 


Reception for Visiting Women Dentists* 


University of Illinois College of Dentistry* 
Luncheon Feb. 11 
University of Illinois College of Dentistry 
Class of 1939* 
Class Reunion Feb. 8 
University of Illinois College of Dentistry 
Class of 1941* 
University of Illinois College of Dentistry 
Class of 1949* 
Dinner Feb. 10 
University of Illinois College of Dentistry 
Class of 1954 
Cocktail Party Feb. 10 
Uptown Dental Forum* 


Upsilon Alpha Sorority 
Dinner Feb. 10 

Xi Psi Phi 
Cocktail Party Feb. 8 


CORRESPONDENT 


A. F. Romnes 

55 E. Washington St., Chicago 2 
Joseph Krohn 

25 E. Washington St., Chicago 2 
A. L. Pedersen 

708 Church St., Evanston 
Seymore C. Warady 

8556 S. Ashland Ave., Chicago 20 
Robert C. Pond 

4753 Broadway, Chicago 40 
William Heller 

1173 Algonquin, DesPlaines, Ill. 
H. H. Krummel 

4009 Lincoln Ave., Chicago 18 
F. R. Christopher 

636 Church St., Evanston 
K. E. Samuelson 

1155 Waukegan Rd., Glenview, Ill 
C, L. Alsin 

55 E. Washington St., Chicago 2 
Hugh H. Ryan 


1023 Burlington Ave., Downers Grove, IIl. 


Julius Caplan 
607 Sheridan Rd., Evanston 
Paul Kanchier 
9300 Cottage Grove Ave., Chicago 19 
Jane W. Selbe 
4946 Elm St., Skokie, Ill. 
Grant MacLean 
1580 Sherman Ave., Evanston 
Maury Massler 
808 S. Wood St., Chicago 12 


Grant MacLean 

1580 Sherman Ave., Evanston 
Thomas K. Barber 

808 S. Wood St., Chicago 12 


D. E. Grauer 
3 S. Prospect, Park Ridge, Ill. 


Earl S. Elman 

6350 N. Clark St., Chicago 26 
Mary Newell 

55 E. Washington St., Chicago 2 
Donald G. Wise 

go N. Michigan Ave., Chicago 2 


AT THE MIDWINTER MEETING... 
Plan to Visit 
THE COMMERCIAL EXHIBITS 
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LIMITED ATTENDANCE CLINICS 


Francis J. Hanacan, Chairman 


S. Tittie, Vice-Chairman 


The Limited Attendance Clinic program will be presented Monday, Tuesday and Wednesday 
morning and afternoon, February 9, 10 and 11. Each clinic will be of one and one-half hours 
duration; two sessions will be presented each morning and two sessions each afternoon. 

There will be a charge of $3.00 per clinic enrollment payable at the time of application. This 
charge is made to limit applicants to those whose attendance is definite and to partially defray 
the cost of this program. 

It is advisable to fill out the adjacent application blank to enroll in one or more limited 
attendance clinics. Be certain to enter the correct numbers. Indicate as many choices as you can 
both as to clinic and as to date. Send three dollars for each clinic time in which you have 
indicated a choice of clinics. Applications are considered in the order received. Tickets will be 
sent upon assignment. 

Fees are not subject to refund except upon cancellation of a clinic by the suai 

Applications received on ‘and after January 30 will receive the same consideration as all 
applications received prior to that date except that, due to limitations of time, applications for 
clinics in which there are no vacancies will be cancelled automatically. No cards of admission 
will be mailed after January 30. Cards of admission for clinics in which there are vacancies will 
be held at the committee headquarters at the Conrad Hilton Hotel for delivery, upon demand, 
to the applicant. The committee cannot engage in correspondence with applicants whose 
applications are not in the committee’s hands before January 30. 


CROWN AND BRIDGE 


1. How and What to Treat in Occlusal Rehabilitation 
Presented on Monday at 9:00 a.m. and 3:30 p.m. in Room 507A 

Unsuccessful results in occlusal rehabilitation are not due to the use of, or the 
failure to use, a particular brand of instrument, a hinge axis recording or any 
other registration. Practical methods in the treatment of classified cases and the 
manner of establishing the vertical dimension in each class will be covered. The 
clinician will introduce the three. basic factors responsible for failures. He will in- 
troduce the ten commandment cases, the occlusions best left alone, conservatively 
treated or duplicated so that the practitioner can avoid getting into difficulty. 


Late advancements in porcelain-fused-to-gold restorations will be presented for 
the first time. 


2. Precision Attachment Cases 
00 a.m. and 10:30 a.m. in Room 522 

The clinician will present a practical approach to extensive prosthodontic 
restoration with precision attachment for the average practitioner. Procedures in 
movable-removable restorations which contribute to esthetics and improved 
occlusal function will be presented with precision attachment: 1. study models, 
2. abutment planning and designing, 3. impression technics for individual teeth 
and master cases, 4. records and articulator, 5. waxing and seating of attach- 

ments. The clinic will be illustrated with Kodachrome slides and models. 


3, Mouth Rehabilitation, Case Presentation and Economics in Crown and 
Bridgework 


Presented on Monday at 9:00 a.m. and 3:30 p.m. in Room 553 
This clinic will show how to present to the patient the need for rehabilitating 
his mouth; how to take impressions of the prepared teeth and construct a tem- 
porary fixed restoration to be worn while the case is being completed. The eco- 


nomics of these cases for the average practice will be discussed with audience 
participation. 
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4. Occlusal Equilibration in Difficult Bridge Cases 
Presented on Monday at 10:30 a.m. and 1:30 p.m. in Room 522 


Unusual masticatory movements are hard to reproduce in the articulator. When 
reconstructing natural dentition with extensive bridgework to coincide with these 
movements, correct carving of the occlusal surfaces can be difficult to perform. 
The technic to be presented has been worked out to overcome these difficulties 
through using the patient as the articulator. 


Rubber-Base Impression Procedures 
Presented on Monday at 10:30 a.m. and 1:30 p.m. in Room 553 


Color slides will be used to illustrate a step-by-step discussion of clinical 
impression technics for inlay, crown and bridge restorations. The selection ‘of 
material, tray design, tissue control and silver-plated dies are among the topics 
covered. Current research results will be presented on accuracy and dimensional 
stability of rubber impression materials. 


Positive Two-Visit Fixed Bridgework 
Presented on Monday at 9:00 a.m. and 1:30 p.m. in Room 521 


The clinician will introduce a novel time-saving technic for rubber base im- | 
pressions. This impression technic eliminates the problem of gingival tissue retrac- 
tion. From these impressions the clinician will demonstrate the technic for electro- 
forming and production of indestructible metal-backed models. The entire technic 
will be demonstrated step by step with Kodachrome slides. Instructions will be 
given for doing your own electroforming. 


E 1 Cli 1 Cc ids for A hi t and 
Full-Coverage Restorations ; 
MAURICE J. YORK 
Presented on Monday at 3:30 p.m. and Tuesday at 3:30 p.m. in Room 522 
This clinic will discuss the most common functional and esthetic problems 
confronting the general practitioner when restoring anterior teeth. Experience 
shows that the greatest single desire of the patient is not only to retain his teeth 
but to have them look attractive. This clinic will discuss the diagnosis and treat- 


ment procedures for actual cases. The cases will be illustrated by slides and a 
motion picture in color. 


DIAGNOSIS 
8. in’ Genevel Practice 


Presented on Tuesday at 10:30 a.m. and 1:30 p.m. in Room 534 


A practical approach to oral diagnosis for men in general practice. Demonstra- 
tion of technics, discussion of probiems involved and oral systemic considerations. 
The clinic will be supplemented with colored slides. 


ENDODONTICS 


Time and Study in Endodontics 
Presented on Monday at 10:30 a.m. and 1:30 p.m. in Room 505A 
The proper use of endodontics in a busy practice without disrupting the normal 


procedures will be considered, together with case selection and patient presen- 
tation. The economics of endodontics will be discussed. 
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11. 


12. 


13. 


14, 


15. 


Presented on Monday at 10:30 a.m. in Room 516 
Presented on Tuesday at 9:00 a.m. in Room 522 
Endodontic practice is exacting. Aids to endodontic practice that help to sim- 
plify operations will be presented. 


Rapid and Efficient Endodontics with New, Standardized Instruments 
and Filling Materials 
Presented on Tuesday at 9:00 a.m. and 3:30 p.m. in Room 505A 
A complete endodontic technic will be demonstrated; access cavity preparation, 
canal preparation, and final obturation. The new standardized instruments and 
filling materials have made root canal therapy a simpler yet more exacting technic. 


Endodontics 
LESTER E. KALK, VINCENT B. MILAS AND T. C. STARSHAK. .. .. ++ +CHICAGO 
Presented on Tuesday at 10:30 a.m. and 2:00 p.m. in Room 14 


A rapid time-saving technic of endodontics without benefit of surgery will be 
demonstrated. The clinic will cover a demonstration of all phases of saving teeth 
either with vital pulp or with putrescent involvement. It is our aim to encourage 
more average practitioners to make the conservation of the tooth a routine prac- 
tice in their offices. 


Saving of Dental Pulps with Oxytetracycline 
Presented on Monday at 9:00 a.m. and 3:30 p.m. in Room 534 
Presented on Tuesday at 9:00 a.m. in Room 534 
1. Treatment of infected, viable dental pulps with oxytetracycline, without 

surgical invasion of the pulp. 2. Oxytetracycline is placed in the tooth cavity, the 
pulp remains intact after caries is removed. 3. X-ray films and their enlargement 
demonstrated and interpreted during the clinic. Formation of dentinal bridges; 
contents of some root canals calcified or obliterated (physiological root canal 
filling) ; periapical diffuse osteitis is found to be cleared up by bone repair; 
residual caries had no effect on the healing process: complete development of 
young permanent root ends. 4. Manual demonstration and explanation of the 
technics of the therapy, including the proportioning and combining of the com- 
ponents, as well as the manner of its application to the tooth. 


FULL MOUTH REHABILITATION 


Problems of Design and Treatment Planning in Full Mouth Rehabilitation 
Presented on Tuesday at 10:30 a.m. in Room 505 
Presented on Wednesday at 10:30 a.m. in Room 513 
The clinic will cover failures as well as successes in full arch-splinting, preci- 
sion attachment removables, and combinations of both, with and without stress- 
breakers. Heroics in periodontics and endodontics will be discussed pro and con. 
The advantages and dangers of various types of temporary cements will be in- 
cluded. 


A Non-Removable Stress-Breaker Bridge in Full Mouth Rehabilitation 
Presented on Tuesday at 1:30 p.m. in Room 505 
Presented on Wednesday at 1:30 p.m. in Room 513 
There are many patients who dislike any kind of removable denture. In certain 
selected cases one to three teeth have been restored in a fixed bridge where a 
desirable distal abutment tooth is missing. This report on over thirty cases employs 
stress-breakers to make a satisfactory result possible. 


. 


16. Oral Rehabilitation 


Presented on Tuesday at 10:30 a.m. and 1:30 p.m. in Room 516 
The importance of articulation and methods of achieving our objective with 
technics, materials and equipment available today will be discussed. Colored slides 
of actual cases will be used to augment the presentation. 


Full-Mouth Rehabilitation—Fact or Fancy 


CHARLES L. PINCUS.... cee «BEVERLY HILLS, CALIFORNIA 
Presented on Monday at 9:00 a.m. and 3:30 p.m. in Room 513 

The clinician will differentiate between those factors that make mouth re- 
habilitation a fact and those errors of diagnosis and prognosis that make a mock- 
ery of the phrase. The importance of and need for common sense will be stressed. 
Full-mouth rehabilitation does not necessarily mean covering every tooth in the 
oral cavity. It may mean only the placement of a bridge or two, or several jacket — 
restorations in addition to correction of periodontal involvement, occlusal pre- 
maturities or any combination of these. The importance of the cosmetic, psycho- 
logical or fourth dimensional approach will be emphasized. 


Integrated Occluso-Rehabilitation Procedure 
R. SHELDON STEIN. MASSACHUSETTS 
Presented on Tuesday at 3:30 p.m. in Room 513 
Presented on Wednesday at 9:00 a.m. in Room 513 
The rationale and technic for chairside and laboratory procedures involved in 
complete mouth rehabilitation will be discussed in a step-by-step technic. An 
evaluation of various approaches to some of the more mutual problem cases will 
be made. Esthetic veneer crowns will be emphasized. 


C ion in Oral Rehabilitati 

Presented on Tuesday at 9:00 a.m. and 3:30 p.m. in Room 516 
The clinic will be conducted with instruments, models, charts, slides and motion 
pictures to illustrate past and present concepts of conservation in oral rehabili- 
tation and will cover the functional anatomy of the temporomandibular joint, the 
mechanical means of recording jaw movements and transference of the recorder 
for the purpose of adjusting the articulator to copy the paths of movement. The 
philosophy and relation of balanced occlusion and cuspid-protected occlusion 
to the longevity and health of the oral organ will be discussed and the impor- 


tance of mounted models on articulators for diagnosis and treatment will be 
stressed. 


HYPNOSIS 


20. The Phenomenon of Hypnosis, and its Practical Applications in the Dental Office 
Presented on Wednesday at 9:00 a.m. in Room 
Presented on Wednesday at 3:30 p.m. in Room 513 
The subject will deal with the phenomenon of hypnosis. 1. How to elicit it, 

and manage it. 2. What we expect from the patient. 3. What is the role of the 

dentist (operator)? 4. The circumstances, or conditions which surround the 

above factors. Producing and maintaining hypnosis for dental operations. The 

objective of hypnosis is to reduce fear, tension, anxiety and pain. This will help 

establish better human relationship between patient and dentist. 
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21. Hypnosis in Dentistry 
Presented on Monday at 1:30 and 3:30 p.m. in Room 14 
Understanding the psychology involved in patient-doctor relationship extends 
the scope and usefulness of the dentist. Hypnodontics, the use of controlled sug- 
gestion and/or hypnosis in dentistry, contributes to such understanding. Clinical 
applications of hypnodontics will be discussed and demonstrated. 


IMPLANTS 


22. Evaluation and Rationale of Implantodontics 


Presented on Tuesday at 10:30 a.m. and 1:go0 p.m. in Room 521 
A pedogogical review of the rationale of implantodontics, illustrated by Koda- 
chrome slides and models—a dry clinic demonstrating the entire two-state pro- 
cedure of constructing a full lower implant, a full upper implant, and partial 
implant—a review of indications and contraindications and evaluation of ten 
years of implant experience. 


MISCELLANEOUS 


23. A Demonstration of the Effect of Recorded Sound in Dental Practice 
Presented on Monday at 3:30 p.m. in Room 521 
A demonstration of various tape recordings used in our office, including the 


placement of speakers. Using the psychograph we shall demonstrate the effect of 
recorded sound on patients. 


OPERATIVE DENTISTRY 


24. Eliminating Frustrations and Waste Time from Today’s Dental Practice 
Presented on Monday at 9:00 a.m. and 10:30 a.m. in Room 14 
A philosophy of dentistry will be presented incorporating advances and advan- 
tages of today’s high-speed cutting, washed-field technics, efficiency in operative 
and restorative procedures, organization of routines in the dental office, and a 
new concept of patient consideration and comfort; all combined to provide opti- 


mum dental service with greater happiness and satisfaction to the dental office 
team. 


25. Auxiliary Personnel Utilizing Dual-Assisting Accelerated Efficiency in 
Operative and Fixed Prosthodontics—Timeé and Motion Study 


EARL MC WHERTER HOT SPRINGS, ARKANSAS 
Presented on Monday at 10:30 a.m. in Room 521 
Presented on Monday at 1:30 p.m. in Room 556 
The clinician will present clinical procedures for washed-field technics in 
operative dentistry, fixed prosthodontics and surgery and accelerated efficiency 
in dental practice, depicting the trend to more effective use of modern methods, 
instruments and materials, together with the effective use of auxiliary personnel 
(dual assisting)—all linked by the principles of sound practice management. 
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26. RPM Neurosis—Diagnosis and Treatment 


Presented on Tuesday at 1:30 and 3:30 p.m. in Room 523 
The treatment of RPM Neurosis by the speaker, inventor of the original tur- 
bine handpiece, includes a review of the history of the cutting procedure, a 
discussion of tradition-directed concepts of tooth reduction and an outline of the 
problems developed when modern concepts of increased rotary speeds conflict 
with preconceived notions of tooth-cutting. The hysteric is soon calmed when the 
important fundamentals are recognized. Total recovery occurs when the simple 
kinetics of cutting are understood and a reasonable, routine system of instru- 
mentation is followed. The clinic will outline the kinetics of tooth reduction, 
explain the mechanics of cutting instruments, the behavior of tools during high 
speed instrumentation and presents a simple logical technic for all classes of tooth 

reduction. The lecture will be from slides and motion pictures. 


27. Tips for better Operative Results Suggested by Research 


_- Presented on Tuesday at 10:30 a.m. and 1:30 p.m. in Room 522 


There are many simple points suggested by research'and experience that are 
often neglected in daily practice. We will suggest and explain practical ideas 
that are designed to benefit both the dentist and the patient. This will be a shot- 
gun presentation aimed at the broad field of operative dentistry that will hit some 
point for everyone. 


ORAL SURGERY 
28. Anesthesia—Local, Intravenous and Combinations 


Presented on Tuesday at 9:00 a.m. in Room 512 
Presented on Wednesday at 9:00 a.m. in Room 512 

The presentation will include discussions of primarily local anesthesia and 
intravenous anesthesia. Technic of regional and block anesthesia will be con- 
sidered in detail with the aid of projected slides and demonstration material. Com- 
plications, their treatment and prevention will be included. The correlation of 
local and intravenous anesthesia will be shown in detail. General anesthesia will 
primarily relate to a safe, efficient method of using the intravenous drugs. 


29. Unusual Problems in Oral Surgery 


30. 


34 


Presented on Monday at 3:00 p.m. in Room 505 
Presented on Tuesday at 10:30 a.m. in Room 505 
Recent emphasis and impetus has been given to the recognition and treatment 
of surgery of the mouth and. jaws which is not primarily due to disease of the 
teeth. This presentation is an attempt to exemplify a multiplicity of such lesions 
with primary surgical disease, or indication of general disease in the mouth. The 
only factor common to these cases is that they are unusual, and they justify a 
different approach to diagnosis than the more frequent oral surgery problems of 
dental origin. 


Alveolar Preparation for Dentures : 


Presented on Monday at 1:30 p.m. in Room 512 
Presented on Tuesday at 1:30 p.m. in Room 512 
Surgical principles and technics necessary for alveolar preparation for dentures. 
Illustrated by motion pictures and slides. 
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31. Neuro-Psychopharmacology of Pain 


Presented on Wednesday at 10:30 a.m. in Room 505 
Presented on Wednesday at 3:30 p.m. in Room 512 


Pain is the physiological signal of a derangement in function due to disease or 
injury. “Threshold of pain” is a misnomer when applied to the human. A 
threshold exists only for the reaction to pain. The clinician will attempt to point 
out why a given lesion or site of pain, such as those encountered in dental prac- 
tice, elicits one type of reaction in one patient and another type of reaction in 
another patient. The clinic is based upon recent clinical and laboratory investi- 
gations by the clinician and other authors. 


32. Immediate Denture Surgery 
Presented on Monday at 9:00 a.m. and 10:30 a.m. in Room 505 
This clinic will deal with the surgery for an immediate denture service. The 
procedure to be followed for the conventional anterior immediate denture and 
immediate dentures with anterior and posterior teeth extractions will be demon- - 
strated. Kodachrome slides will augment the discussion. 


33. The Prevention and Treatment of Medical Emergencies in Dental Practice 


Presented on Monday at 3:30 p.m. in Room 512 
Presented on Wednesday at 1:30 p.m. in Room 512 


Although true emergencies in the dental office are not common, when they do 
occur the patient’s life may depend upon the dentist’s prompt action. At such 
times, making an accurate diagnosis is not as important as giving proper sustain- 
ing treatment until medical care can be secured. The so-called “emergency” 
drugs must be used with caution since often they may actually be detrimental to 
the patient. With these ideas in mind, the clinic will include a discussion of the 
common office medical emergencies, means of anticipating or preventing their 
occurrence, and the proper regimen for immediate care of the patient should they 
occur. A list of drugs that can be effectively and safely used will also be presented. 


34. How to Suture 
HAROLD RABIN 


Presented on Tuesday at 10:30 a.m. in Room 512 
Presented on Wednesday at 10:30 a.m. in Room 512 


A basic and practical clinic on suturing and tissue flaps. The clinic will teach 
by demonstration and by individual participation how to insert the different types 


of sutures used in oral surgery. A simple technic for instrument and hand ties 
will be shown. 


Intravenous Sedation 
Presented on Wednesday at 9:00 a.m. and 10:30 a.m. in Room 505 


The clinician will demonstrate a routine similar to that now being taught and 
utilized at the Lackland Air Force Base where over 6000 of the procedures have 
been carried out with notable success. By courtesy of the Dental Anesthesiology 
Service at the Base the clinician will have a series of slides and a brand new 
motion picture never previously shown to illustrate the technic. This is not a 
procedure to be undertaken lightly by the untrained man. 
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36. Management of Postoperative Complications in Exodontia and Oral Surgery 


Presented on Monday at 1:30 p.m. in Room 505 
Presented on Tuesday at 9:00 a.m. in Room 505 

Considerable emphasis will be given to the prevention of postoperative com- 
plications by a careful preoperative evaluation of the problem and meticulous 
attention to surgical principles. The postoperative complications will be divided 
into two groups: those occurring at time of surgery and those which are delayed. 
Such problems as: injuries to the soft tissues, injuries to other teeth; fractures 
of the alveolar process and maxillary tuberosities; broken root tips; maxillary 
sinus complications; hemorrhage; dry sockets; and reactions to drugs will be thor- 
oughly covered. The entire presentation will deal with the problems encountered 
in the everyday practice of dentistry. 


ORTHODONTIA 


37. 


39. 


41. 


MAX GRATZINGER ...... . . «CHICAGO 
on 10:30 a.m. in Room 513 
Presented on Wednesday at 3:30 p.m. in Room 553 
Removable plate appliances for orthodontic corrections of all types will be 
demonstrated. Their design as well as the principles of their application will be 
discussed in every detail. Cases of almost every type of malocclusions in different 
age groups will be shown. The efficiency of the method will be illustrated by 


study cases from the beginning of treatment through different states to the final 
result after retention. 


Prophylactic Orthodontics: Some Practical Procedures and Technics 
Presented on Wednesday at 9:00 a.m. and 10:30 a.m. in Room 505A 
This clinic will consider the recognition and practical technics for the manage- 

ment of some everyday problems in the dental treatment of children to which 
prophylactic orthodontic procedures are applicable. These include arch length 
maintenance, the treatment of anterior and posterior crossbites, the movement of 
individually malposed teeth and the regaining of lost space. 


PEDODONTICS 
The Management of Developmental Problems in the Growing Child 


Presented on Monday at 1:30 p.m. in Room 513 
The presentation will include technics for the diagnosis and treatment of vari- 
ous oral developmental problems during childhood, such as ankylosis, early loss 
of primary teeth, congenitally missing teeth, ectopic eruption, and so forth. ; 


A Step Further 
KENNETH E. LAWRENCE....... «+ CITY, MISSOURI 
00 a.m. in Room 516 
1. Introduction of the young patient to dentistry, 2. X-ray technic, 3. Root 
canal technic, 4. Pulpotomy technic, 5. Preparations, matrix and insertion of alloys 
for good restorative dentistry. 


KENNETH E. LAWRENCE. . KANSAS CITY, MISSOURI 
1. Use of fixed bridge prosthesis in the young patient, 2. Use of the cast remov- 
able appliance for restoring and maintaining the young patient’s mouth in opti- 
mum dental health, 3. Conservative procedures for successful treatment of frac- 
tured anterior teeth. 
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PERIODONTICS 


42. Is Periodontia Included in Your Treatment Plan? 
DON M. BALL AND EDWARD L. BALL, JR... 
Presented on Monday at 3:30 p.m. in Room 556 
Presented on Tuesday at 9:00 a.m. in Room 556 
This presentation is a combination of Periodontal Procedures and Practice 
Management. The clinician will indicate how the general practitioner can include 
periodontia in his practice and if he emphasizes it, there will be an increase in 
patient demand for finer restorative dentistry. It includes presentation of perio- 
dontia to the patient, patient education, home-care technic, periodontal surgery, 


and partial denture design. It will be illustrated with charts and a Kodachrome 
motion picture. 


OHIO 


43. Principles and Technic of Dental Debridement and Subgingival Curettage 


Presented on Tuesday at 10:30 a.m. in Room 556 
Presented on Wednesday at 10:30 a.m. in Room 516 
Cases will be presented illustrating the need for one or a combination of each 
of the above-mentioned therapeutic technics. A practical armamentarium for 
these procedures will be demonstrated and a step-by-step description of instru- 
mentation will be illustrated by means of colored slides. 


Presented on Tuesday at 9:00 a.m. and 3:30 p.m. in Room 521 

This clinic will be devoted to treatment planning and treatment methods per- 

taining to the elimination of the periodontal pocket. Special attention will be 

given to the role of occlusion and occluso-rehabilitation in the total plan of perio- 

dontal therapy. 


A Plan of Treatment for the Periodontal Patient 
Presented on Wednesday at 1:30 p.m. and 3:30 p.m, in Room 556 

For complete treatment of the periodontal patient a variety of technics are 
usually necessary. These technics must include methods of: 1. eliminating inflam- 
mation, 2. eliminating pockets, 3. decreasing occlusal stress, and 4. immobilizing 
mobile teeth. This clinic will cover some technics in each of these four groups that 
will enable the dentist to give the periodontal patient complete therapy. 


The “Why” of Periodontal Surgery 
Presented on Monday at 9:00 a.m. in Room 556 
Presented on Tuesday at 1:30 p.m. in Room 556 
Presented on Wednesday at 9:00 a.m. in Room 556 

The clinical technics and procedures in periodontal surgery will be presented 
in detail and the various phases of the surgical approach to the periodontal pocket 

elimination will be covered including both soft tissue and osseous surgery. 


47. The “Why” of Periodontal Surgery 
: Presented on Monday at 10:30 a.m. in Room 556 
Presented on Tuesday at 3:30 p.m. in Room 556 
Presented on Wednesday at 10:30 a.m. in Room 556 
A discussion of periodontal surgery from the histologic aspect of tissue heal- 
ing. The response of tissue reaction in both primary and secondary healing in 
experimental surgery will be presented and illustrated with slides. 


44. The Management of Periodontal Disease — 
LE 
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48. Periodontal Failures: How and Why 
Presented on Monday at 3:30 p.m. in Room 516 
Presented on Wednesday at 9:00 a.m. in Room 516 

*Pyorrhea is incurable” is often heard from the layman. Many such instances, 
even taking into consideration their concept of cure, are the results of inadequate 
therapy. Some signs and symptoms are so subtle they are easily overlooked. The 
discussion and slides will deal with the more common problems. 


‘PRACTICE MANAGEMENT 


49. Case Presentation in the Modern Manner 


Presented on Monday at 3:30 p.m. in Room 523 
“ Presented on Tuesday at 10:30 a.m. in Room 553 
Presented on Tuesday at 3:30 p.m. in Room 553 
The basic principles underlying the act of gaining consent will be reviewed and 
briefly discussed. The practical application of the use of these principles will be 
demonstrated by giving a series of actual case presentations. It is hoped that these 
carefully selected examples will suggest solutions to some of the most vexing prob- 
lems encountered by most dentists as they attempt to treat patients’ minds as well 
as their mouths. 


50. Basic Principles Involved in Patient Acceptance of Dental Treatment 
Presented on Monday at 9:00 a.m. in Room 523 
Presented on Tuesday at 9:00 a.m. in Room 523 

One of the greatest problems confronting the modern dentist in his everyday 
practice is that of understanding why some patients are able to accept dental 
treatment and others reject it, either in part or in full. It is essential in order to 
perform good dentistry, that the patient understand why it is important to him 
to have treatment. In the author’s opinion, unless a patient is appreciative and 
desires to have treatment for his own benefit, it becomes difficult if not impos- 
sible, for the doctor to either enjoy his work or have the necessary interest to im- 
prove himself by constant study. Means and methods of understanding our pa- 
tients and consequently helping them to understand dentistry and the need for it, 
will be the prime object of this clinic. 


51. Rx—A Complete Dental Service: Serve, Show and Suggest. 
Sig: Daily, as directed 
Presented on Monday at 1:30 p.m. in Room 523 
Presented on Tuesday at 9:00 a.m. in Room 553 ‘ 
A prescription formulated to achieve maximum benefits for both doctor an 
patient. The ingredients in this prescription are available in every dental office 
and success will be achieved if they are used as directed. 


52. Planning a Dental Bungalow 


Presented on Wednesday at 9:00 a.m. and 10:30 a.m. in Room 523 


The reasons for engaging an architect—the services he can offer you. Planning 
the interior: layout of rooms; number and size of various rooms. Plan for effi- 
ciency and easy traffic flow. Planning the exterior: site location, outdoor area,. 
landscaping and parking. Type of design, construction and basic plan. Which 
materials to select that need little upkeep. 
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53. Planning a Financial Future 
Presented on Monday at 10:30 a.m. in Room 512 


Statistics tell us that 75% of those past age 65 do not have any income or 
receive less than $1,000 yearly. Financial casualties are tremendous in all walks 
of life. Achieving financial independence at age 65 is very difficult due to increas- 
ing taxes and creeping inflation. Every dentist should begin a personal pension 
plan for himself by saving 5 per cent of his gross collections each month. It is not 
too late to begin a pension plan, at any age. Suggestions will be given as to when 
to buy life insurance, U.S. Bonds, municipal bonds, “blue chip” stocks and invest- 
ment trusts. It is hoped a study of investments will be stimulated. Facts regard- 
ing Federal Inheritance Tax will be given. The clinic with 80 slides will tell the 
story. 


54. Strategy in Managing a Dental Practice 
Presented on Tuesday at 1:30 p.m. in Room 553 
This clinic will consist of a tour of dental offices with colored slides of various 
offices, giving ideas to “dress up” the office with more color. Suggestions as to the 
presentation of the story of dentistry to the patient with an explanation of the 
formula for success with psychological factors involved in managing the patient. 
Further subdivisions include: 1. Ten ways to kill a dental practice, 2. Twenty 
suggestions to build a practice, 3. Denture presentation. 


55. Problems and Principles in Conducting a Practice 
_ Presented on Wednesday at 10:30 a.m. and 1:30 p.m. in Room 553 
The three phases are—developing the greatest net income of which you indi- 


vidually are capable; obtaining the greatest ease of practice, retaining the most 
of what you have earned. 


56. Why We Gain and Lose Patients 


Presented on Monday at 10:30 a.m. in Room 523 
Presented on Tuesday at 10:30 a.m. in Room 523 
This clinic will discuss those factors which cause patients to present them- 
selves in our offices and those factors which cause them to leave. The results of a 
personal survey, as well as those of two independent sources, will be included. 
Time will be spent discussing the areas of physical lay-out, personal psycho- 
logical fitness. All important points will be emphasized by colored slides 


PROSTHODONTICS 


57. Flangeless, Palateless Dentures and Their Relation to Osseous Conservation in 
Immediate Denture Service ‘ 
Presented on Monday at 9:00 a.m. in Room 5:2 
Presented on Tuesday at 1:30 p.m. in Room 505 
An attempt will be made to demonstrate that flangeless, palateless dentures 

can claim their origin to osseous conservation, be it nature-retained—or—doctor- 
preserved. Since maintenance is. dependent on a combination of both reasons, the- 
presentation will include a review of the highlights of our immediate denture serv- 
ice theories. There will be a visual demonstration. ‘ 
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58. Immediate Dentures 


GEORGE EB. KRUEGER... ss WAUKEGAN, ILLINOIS 
Presented on Wednesday at 1:30 p.m. and 3:30 p.m. in Room 516 
This clinic will deal with full-flange immediate dentures and immediate par- 
tial dentures following multiple extractions of teeth under hospital and office 
conditions and placement of dentures following extractions of anterior and pos- 
terior teeth in one sitting. The steps at the chair and laboratory steps will be 
rng out in the discussion. The presentation will be augmented by models and 
color slides. 


59. Geriatrics and the Denture Patient 
Presented on Tuesday at 10:30 a.m. and 1:30 p.m. in Room 513 

The rapid increase in the number of people in the old-age group and the prob- 
lems associated with their general health are being studied very carefully by gov- 
ernmental agencies. The dental health of these people is an increasing concern 
of the dental profession and the prosthodontist will be an important part of the 
team which can do much to make the later years of life healthier and happier. 


60. Surgical Preparation of the Patient for Immediate Denture Prosthesis 
a Presented on Tuesday at 9:00 a.m. in Room 513 
Presented on Tuesday at 3:30 p.m. in Room 505 
‘Presentation will cover the preparation of the patient as well as the mouth for 
immediate denture prosthesis. This will include examination, diagnosis, prognosis 
and pre-medication, as well as surgical technic and postoperative care of the 
patient. 


61. A Method of Registering Dimension, Centric Occlusal Relation, 
and Freeway Space 
Presented on Tuesday at 3:30 p.m. in Room 512 
Summary: 1. Patient chewing artificial bolus of food, 2. This allows the pa- 
tient to create his own (a) vertical height, (b) centric relation, (c) freeway of 
space, when the size of the bolus has been established. 3. The extreme harmony 
. existing between neuro-muscular mechanism. 4. The lengthening and shortening 
reaction of the neural mechanism. 5. The brain being the greatest computer of 
all factors concerned. 6. If the problem is properly fed to the computer the an- * 
swers are more likely to be accurate than in any other method we have known. 


62. Fundamental Principles of Coordination of Occlusal Rélation, 
Demonstration of Principles and Discussion of the Same 
CLAWSON N. SKINNER. ... CALIFORNIA 
Presented on Wednesday at 9:00 a.m. in Room 505 
Summary: 1. Centric occlusal relation (a) what is centric? (b) where is it? a 
2. What constitutes balanced occlusal relation? 3. What do you balance to? 4. How : 
is this balance executed? 5. The relationship of the concept of balanced occlu- 
sion to the physiology of mastication. 6. A method of coordinating occlusion 
with the neural muscular functions. sae 


RADIOLOGY 
63. New Methods for Dental X-ray Safety 


WILLIAM WARD WAINWRIGHT. ... eee ee ee eee ANGELES, CALIFORNIA 
Presented on Tuesday at 3:30 p.m. in Room 534 
Presented on Wednesday at 9:00 a.m. and 10:30 a.m. in Room 521 
This clinic deals directly with the X-ray safety problems affecting the dentist, 
his employees and patients. It will demonstrate new techniques by which den- 
tists can more readily evaluate the dosage of radiation as he does with other 
concentrations such as with drugs or with units of antibiotics. 
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Organized dentistry’s leaders will fill 
the Grand Ballroom of the Conrad Hil- 
ton on Monday noon of the Midwinter 
Meeting to inaugurate activities cele- 
brating the 1ooth year of the American 
Dental Association. The Chicago Dental 
Society foregoes its usual General Session 
on Monday night in an allout effort to do 
all possible honor to this great event. 
Registrants at the Midwinter Meeting 
are invited to the luncheon. Advance 
reservations are being taken at the So- 
ciety’s office in Chicago. A ticket sale 
desk at the meeting will be found in the 
Normandie Lounge Registration Area. 
The Chicago luncheon will be the fo- 
cal point of a nation-wide series of cen- 
tennial civic luncheons presented on the 
same day by state and local dental so- 
cieties. Speaker’s table personalities in- 


CENTENNIAL KICK-OFF LUNCHEON 


clude civic leaders, representatives of the 
health services, national dental digni- 
taries, representatives of medical groups, 
educators and university officials. - 

Dr. George W. Teuscher, President of 
the Chicago “ental Society and Dean of 
the Northwestern University Dental 
School will preside. Dr. Percy T. Phillips, 
President of the American Dental Asso- 
ciation, will participate in the program. 
The speaker of the day will be The 
Honorable Arthur S. Flemming, Secre- 
tary of Health, Education and Welfare, 
Washington, D. C. 

This luncheon marks an important 
milestone in the history of our great pro- 
fession and the Chicago Dental Society, 
its officers and directors take great pride 
in being the hosts to the world of den- 
tistry on such an occasion. 


CENTENNIAL RESEARCH AWARD 


of the 


CHICAGO DENTAL SOCIETY 


Reading of the Prize-Winning Essay in the Society's Research Award 
Contest celebrating the Centernial Year of the American Dental Asso- 
ciation will take place at 10:30 a.m. Tuesday, February | Oth, in Private 
Dining Room One of the Conrad Hilton Hotel. This is the eighteenth in 
a series of research award contests. The title of the paper is 


Oral Changes in Normal and Scorbutic Guinea Pigs 
Injected with Ascorbic Acid-1-C™ 


by S. H. Yale, College of Dentistry, University of Illinois, H. Jeffay, 
College of Medicine, University of Illinois and Clive |. Mohammed, 
School of Dentistry, University of Puerto Rico. 
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FREE 


Chicago Dental Society Midwinter Meeting registrants will be special 
guests of the popular Fran Allison Show on WGN-TV. Enjoy the star 
famous for her roles in "Kukla, Fran and Olllie'' and on the Don McNeill 
Breakfast Club. 


Only 300 seats available each day, so go imme- 
diately to the Ladies’ Entertainment Committee 
Desk in the Conrad Hilton for your free tickets. 


Tickets available for the mornings of | 
- February 9, 10 and I! 


ANY MEN AFRAID TO LET THEIR WIVES OUT OF THEIR SIGHT 
ARE WELCOME TO ATTEND, TOO | 
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THE LADIES 


are most cordially invited to the 


-LUNCHEON and 
FASHION SHOW 


on Tuesday noon 


MAGGIE DALY of radio and television 
will present Clothes from Carson Pirie 
Scott and Company’s French Room —a 
full Fur Show and custom-designed hats 


—also a few things for men! 


GRAND BALLROOM 12.60 FEBRUARY 10 


Mrs. E. G. Walters, Chatrman 


q 


FLOOR SHOW 
DINNER-DANCE 


TUESDAY NIGHT 
[note change] 


FEBRUARY 10th, 1959 
| in the 
GRAND BALLROOM 
of the 
CONRAD HILTON HOTEL 


There will be: | 
A Fellowship Hour 
A Wonderful Dinner 
An Exciting Floor Show 
and 
Dancing to 
Bud Dunwiddie’s Band 


A terrific evening for you 


and your best girl 


$10.00 per person 
over for. reservations 
Howard V. Phillips, Chatrman 
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Why uot tear this out and madcl ct to the 
CHICAGO DENTAL SOCIETY 


30 North Michigan Avenue 
Chicago 2, Illinois 


| WANT TO MAKE 
MY RESERVATION NOW | 


Please reserve for me 


Places for Persons 


at *5.00 per person at the Ladies’ Luncheon 


A table (ten places only) . 


Places for Persons — 
at *10.00 per frerton at the 
Dinuer-Dance and Floor Show 


Taxes and gratuities are included in the above. 


Reservations will be made and tickets mailed only when remit- 
tances are received. 


NAME 


ZONE__STATE 


| 4 
| 
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ADDRESS 
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PANEL PRESENTATIONS 


SUNDAY, FEBRUARY 8, 1959 
2:30 p.m. - Upper Tower Ballroom 


A Panel Program for Junior and Senior 
Dental Students and Their Wives 


THE PROFESSION YOU ARE ABOUT TO ENTER 


Introduction: George W. Teuscher, President, the Chicago Dental 
Society and Dean, Northwestern University Dental School 


Address of Welcome: Percy T. Phillips, President, American Dental 


Moderator: Harry Lyons, Dean, School of Dentistry, Medical College 
of Virginia 
“The Advantages to be Gained by Utilizing Advisory Services 


and Auxiliary Help” 


Walter E. Dundon, Chicago, Past Chairman of the Council on Dental Trade 
and Laboratory Relations of the American Dental Association 


“The Role of the Dentist’s Wife in Establishing an Office, Build- 
ing a Practice and Achieving a Happy Professional Life” 
Mrs. Walter A. Zeeb, Denver, Colorado 


“What | Expect from My Career in Dentistry” 
Winner of the Chicago Dental Society’s essay contest for student members of 
the American Dental Association 

“Our Challenge is You” 


L. M. Anderson, Jr., President, L. M. Anderson Dental Supply Co., 
Tampa, Florida 


Waldorf Room 9:30 a.m. Monday 
DENTURE CONSTRUCTION 


Moderator: Carl O. Boucher, Columbus, Ohio 


Charles H. Jamieson, Detroit, Michigan 
Impressions for Complete Dentures 


Carl W. Gieler, Chicago 
Immediate Denture Construction 


Alvin H. Grunewald, Chicago i 
Errors in Occlusion Resulting from Processing and the 
Importance and Method of Their Correction 


L. Wood Swaggert, Denver, Colorado 
How Dynamic Artistic Principles Applied to the Fabrication of 
Dental Restorations Help Create the Iilusion of 
Vital Teeth in Living Healthy Tissue 


Waldorf Room 9:30 a.m. Tuesday 


CHILDREN'S DENTISTRY 


Moderator: Harold K. Addelston, New York City 


Ralph E. McDonald, Indianapolis, Indiana q 
Pulpal Therapy in Primary and Young Permanent Dentition 


William E. Brown, Ann Arbor, Michigan 
Injuries to Primary and Young Permanent Dentition 


Kenneth E. Lawrence, Kansas City, Missouri 
High Speed and Its Merits in Children’s Dentistry 


Melvin A. Noonan, Birmingham, Michigan 
Office Management in Children’s Dentistry 


~ 


Waldorf Room 2:00 p.m. Tuesday 


Moderator: 


MODERN METHODS IN PRACTICE MANAGEMENT 


Theodore H. Vermeulen, Chicago 


Robert N. Tanis, Chicago 
Efficient Appointment Scheduling and the Use of 
Auxiliary Personnel in Dentistry 


William A. Figg, Joliet, Illinois 
Cost Analysis and a Simplified Method for a Time Study 


John A. Anderson, Chicago 
Time and Motion Studies in Dentistry as Related to 
Functionally Engineered Operatories : 


David A. Hoffman, Milwaukee, Wisconsin 
Time and Motion Study in Dentistry 


Waldorf Room 9:30 asm. Wednesday 


Moderator: 


HIGH SPEED DENTISTRY 


Henry M. Tanner, Beverly Hills, California 


Robert J. Nelsen, Rockville, Maryland 
Fact-Fantasy and Fiasco in Tooth Reduction 


Floyd A. Peyton, Ann Arbor, Michigan 
Heat Generation Control and Cutting Effectiveness at High Speeds 


John A. Anderson, Chicago i 
Eliminating Frustration and Waste Time from Today’s Dental Practice | 
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Waldorf Room 2:00 p.m. Wednesday 
HOW LONG WILL YOU LAST? 


An analytical discussion of the principal factors affecting the 
physical well being of the dentist. 


Moderator: Edward J. Sullivan, Evanston, Illinois 


Emil D. Hauser, M.D., Chicago 
The Effects of Posture on the Dentists’ Health 


Meyer Brown, M.D., Evanston, Illinois 
Emotional Factors and Their Influence 


Earl A. Zaus, M.D., Chicago 
The Dentist and His Heart 


Paul S. Rhoads, M.D., Chicago 
Diet and the Dentist 


CLOSED CIRCUIT TELEVISION PROGRAM 


Private Dining Room Two 
9:30 a.m. Monday, Tuesday and Wednesday 
2:00 p.m. Monday, Tuesday and Wednesday 


Closed circuit television equipment has been provided by Loyola University School of Den- 
tistry, Chicago College of Dental Surgery, Chicago, Illinois for use in the following presentations: 


Program Director: Dr. John M. Coady, Chicago 
Television Director: Mr. John E. Blickenstaff, Chicago 


MORNING SESSIONS 


Monday, February 9th—9:30 a.m. 
Troublesome Clinical Problems—Their Cause, Cure and Prevention 


The clinicians have selected a number of persistent, everyday clinical problems which seem 
to harass the general practitioner. The purpose of this clinic is to illustrate briefly and to discuss 
each of the chosen problems in such a way as to lead to a rational course of treatment. Also, 
since the prevention of a potential problem is the essence of a successful practice, an attempt 
will always be made to offer practical preventive measures. 

In general, emphasis will be placed on the recognition and management of the problem as it 
confronts the dentist. The underlying pathogenesis and histopathology will be discussed in 
so far as it pertains to a point in question. Such topics as dry socket, hypersensitive cervical 
dentin, inflammatory gingival hyperplasias, and the depth of caries excavations will be discussed. 

The presentation will include the use of patients, sketches, projected Kodachrome slides, and 
other visual aid materials suitable to television demonstration. An open discussion period during 
which your questions will be entertained will conclude the clinic. 


Participants are: Patrick D. Toto, D.D.S., M.S.; John J. O’Malley, D.D.S., M.S. 
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Tuesday, February 10th—9:30 a.m. 
Periodonti 


I. Formation of dental deposits 
A. Instruments = 
B. Instrumentation—Therapeutic Root Planing 


II. Periodontal Plastic Surgery 
A. Experimental Basis for Clinical Procedures 
B. Gingivectomy 
Flap Surgery 
Gingival Repositioning 
Osseous Surgery 
III. Clinical Demonstrations of Surgical Procedures 
Participants are: Frank M. Wentz, D.D.S., M.S., Ph.D.; John Kollar, Jr., D.D.S.; 
Anthony Gargiulo, D.D.S.; Harry Staffileno, D.D.S. 
Wednesday, February 11th—9:30 a.m. 
Extraction and Arch Length Maintainers in Preventive Orthodontics 
This clinic is divided into three parts: 1. Indications and contraindications for extraction 
of deciduous teeth to guide a more normal eruption of the permanent teeth will be described. 
2. Next, the construction of appliances used to guide eruption in extraction cases will be 
demonstrated. This will be done in a step-by-step manner on casts with chalk drawings and illus- 


trated charts. 3. Finally casts and Kodachrome slides on clinical patients will illustrate the 
progress of eruption guidance. 


Participants are: Joseph R. Jarabak, D.D.S., M.S., Ph.D.; Gilbert Carter, D.D.S. 


AFTERNOON SESSIONS 


The afternoon sessions for all three days will be televised table clinics. Six clinics will be 
presented each afternoon for a total of eighteen different clinics. These presentations will be 
limited to twenty minutes per topic and will be repeated in the same afternoon session as time 
permits. 

Monday, February 9th—2:00 p.m. 

Quick Denture Repair 

Alfred Harris, Chicago; Joseph Cantafio, Chicago 
Oral Surgery—Use of Flaps for Apicoectomy 

John Giannini, Chicago 
Differential Blood Count 

John J. O’Malley, Oak Park, Illinois 
Modern Cavity Preparations 

Richard M. Stamm, Lockport, Illinois; John M. Coady, Chicago 
Construction of Basket Crowns 

Joseph Discipio, Berwyn, Illinois 
Partial Pulpectomies 

William Burch, Elmhurst, Illinois 
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Tuesday, February 10th—2:00 p.m. 
The Use of Rubber Base Impression Materials 
Gilbert, Brinsden, Chicago 


Principles and Technics of Intraoral Flap in Oral Surgery 
Thomas C. Starshak, Jr., Chicago 
Restoration of the Incisal Angle 
Ben Dent, Memphis, Tennessee 
Multiple Cast Inlay Technic for Children 
Quinton E. Williams, Corpus Christi, Texas 
Elastic Impression Technique for Single and Multiple Gold Inlay Restorations 
Frederick A. Hohlt, Indianapolis, Indiana 


Dermatoses Caused or Aggravated by Dental Foci 
Allen G. Doner, Chicago 


The Temporomandibular Joint and Occlusion 
William Branstad, St. Paul, Minnesota 


Wednesday, February 11th—2:00 p.m. 
A Simple Periodontal Splint 
Bennett Klavan, Chicago 
Emile Theodore Fisher, Atlanta, Georgia 
Essential Factors for the Successful Use of X-radiation 
Ruth Shipley, Evanston, Illinois 
Pedodontic Appliances for the General Practitioner 
Thomas K. Barber, Chicago 
Conservative Gold Foil Restorations for Anterior Teeth: 
(a) Invisible and Inconspicuous Class III’s 
(b) Technic and Manipulation of Platinum 
(c) Demonstration of High Frequency Technic 
Paul T. Dawson, Chicago 
Recording the Hinge Axis 
Peter B. Christensen, Chicago 
Parenteral Adm‘nistration Techniques for the Dental Office 
Anthony E. Billett, Youngstown, Ohio 
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All dentists are invited to attend ... 


The Sixth Annual Meeting of 


ACADEMY OF DENTISTRY. 


for the 


HANDICAPPED 


Conrad Hilton Hotel Sunday, February 8th 


Held in conjunction with the 1959 Midwinter Meeting 
of the Chicago Dental Society 


PROGRAM 
1:30-4:00 Scientific Session 


“Dentistry for the Handicapped in Hospitals” 
Saul Levy, B.X., D.D.S., Chicago, Illinois, Chairman and 
Director Department of Dentistry, Michael Reese 

Hospital and Medical Center. 


“Rectal Anesthesia for the Handicapped Patient” 
Boyd F. Sprague, D.M.D., Portland, Oregon 


“Drug Therapy and Dosage in Dentistry for Children” 
Manuel M. Album, D.D.S., Jenkintown, Penna. 


Hugh Kopel, D.D.S., M.S., Detroit, Michigan 


Moderator. Michael Cohen, DAAD., Boston, Mas. 


A Question and Answer period will follow 
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ESSAY PROGRAM 


F. Ropert Chairman Frankuin W. Otro, Vice-Chairman 


Monday Morning 


9:00—Biologic Significance of Hinge Axis Determination in Centric Position 
The controversy of establishing centric position will be discussed from a neuro- 
muscular functional point of view. 


HARRY SICHER, CHICAGO BEL AIR ROOM 
Presiding Chairman Franklin W. Otto 


g:00—Management of Postoperative Complications in Exodontia and Oral Surgery 
Prevention of postoperative complications by careful preoperative evaluation of the 
problem and attention to surgical principles. 


ROBERT B. SHIRA, WASHINGTON, D. BEVERLY ROOM 
Presiding Chairman Russell K. Ephland 


g:00—The Use of Research Information for Better Operative Results 
The progressive dentist must change and modify his technics continuously to keep 
pace with research, but still he should not be confused by information that is not 
applicable to practical and economical service. 
CHARLES M. STEBNER, LARAMIE, WYOMING. . LOWER TOWER BALLROOM 
Presiding Chairman W. Clinton Fisher 


9:30—Ten-Year Evaluation of Implants 


A critical and objective review of ten years of implant effort in dentistry plus a 
histo-pathological analysis of successful and unsuccessful cases with a prognosis of 
the future of implants in dentistry. 


Presiding Chairman Marion B. Hopkins 


10:30—Injuries to Young Permanent Teeth 
Diagnosis, treatment planning and restoration of young permanent incisors. 


MELVIN A. NOONAN, BIRMINGHAM, MICHIGAN.......... LOWER TOWER BALLROOM 
Presiding Chairman Alfred P. Jason 


10:30—Unusual Problems in Oral Surgery 
Diagnosis and treatment of surgery of the mouth and jaws which is not primarily 
due to disease of the teeth. 


Presiding Chairman Frank J. Madden 


10:30—Rationale and Technic for Occluso-Rehabilitation 
Integration of a technic that satisfies functional, technical, chairside, esthetic and 
periodontal factors for successful occluso-rehabilitation therapy. 


ROBERT S. STEIN, BOSTON, MASSAGHUSETTS........0000000eeeee8 BEVERLY ROOM 
Presiding Chairman Henry C. Mergener 


10:30—Effects of Tape-Recorded Sounds on Dental Patients 


A comparison of various types of sound which might be employed on recorded 
tape in a dental office for the purpose of relieving tension. 


HARRY C. PEAKE, PARKHILL, ONTARIO... ROOM NO. 14 
Presiding Chairman Henry H. Parkin 
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Monday Afternoon 


1:30—Surgical Advances is Periodontal Therapy 


The increasing demand for periodontal therapy which will result in greater survival 
patterns of the natural dentition has developed newer surgical technics. 
LEWIS FOX, SOUTH NORWALK, CONNECTICUT......... ROOM 


Presiding Chairman Benjamin P. Davidson 


1:30—Surgical Preparation of the Patient for Immediate Denture Prosthesis 


Consideration will be given to the examination, diagnosis, prognosis, pre-medica- 


tion, as well as surgical technic in the preparation of the patient for immediate 
denture prosthesis. 


BENJAMIN L. LYNCH, OMAHA, NEBRASKA...............+..++++++BEL AIR ROOM 
Presiding Chairman Charles A. Mercier 


2:00—Current Status of Increased Speeds in Restorative Dentistry 


An evaluation of the various high-speed handpieces used in operative and crown 

and bridge preparations. 

HENRY M. TANNER, BEVERLY HILLS, CALIFORNIA....... .+.42+.+WALDORF ROOM 
Presiding Chairman H. E. Van Kanes 


3:30—Unusual Endodontic Cases and Their Treatment 


The treatment of dens in dente; coronal, middle, and apical root fractures; blocked 

root canal with an area of rarefaction; perforation of the root; internal resorption; 

external resorption; incompletely developed root apex, etc. 

LOUIS I. GROSSMAN, PHILADELPHIA, PENNSYLVANIA..............BEVERLY ROOM 
Presiding Chairman Franklin W. Otto 


3:30—A Standardized Endodontic Technic Utilizing New Instruments and Filling Materials 


Root canal.therapy has been greatly improved with the recent introduction of stand- 
ardized instruments and filling materials. 


JOHN I. INGLE, SEATTLE, WASHINGTON..............00eecseeeee BEL AIR ROOM 
Presiding Chairman Russell K. Ephland 


Tuesday Morning 


g:00—Pulp Extirpation and Root Filling 
Technical aspect of pulpal extirpation correlated with anatomical and bacterio- 
logical considerations. 
BIRGER N. OSTBY, OSLO, NORWAY... + BEL AIR ROOM 
Presiding Chairman W. Clinton Fisher 


g:00—Esthetics in Restorative Dentistry 
A thorough analysis of the essential esthetic and functional factors necessary in 
restorative procedures. 


MAURICE J. SAKLAD, NEW YORK..........-20000e00eeee+e++++++BEVERLY ROOM 
Presiding Chairman H. E. Van Kannel 


9:00—Crusade Against the Denture Look 


Dynamic artistic principles applied to the fabrication of dental restorations help 

to create the illusion of living teeth in vital, healthy tissue thus making it possible 

to again express a pleasing individuality. ; 

L. WOOD SWAGGART, DENVER, COLORADO................-.+++..+++BEVERLY ROOM 
Presiding Chairman Frank J. Madden 


i 

4 

3 

i 

4 

: 

4 

7 

we 

7 

3 

a 4 

d 

; 

q 

5 
4 
Z 
50 4 
\ 
\ 
\ 


9:30—Full Mouth Rehabilitation—Fact and Fancy 


The presentation will differentiate between those factors which make mouth rehshil- 

itation a fact and those errors of diagnosis and prognosis which make a mockery of 

the phrase. 

CHARLES L. PINCUS, BEVERLY HILLS, CALIFORNIA........ LOWER TOWER BALLROOM 
Presiding Chairman Henry C. Mergener 


9:30—Current Dental X-ray Equipment 
How to modernize your equipment so that you, your office personnel and your 
patients are certain to be free from any danger of x-ray damage. 
E. DALE TROUT, MILWAUKEE, WISCONSIN 
Presiding Chairman Marion B. Hopkins 


10:30—How to Prevent Failures in Occlusal Rehabilitation 
The presentation will introduce the fallacy of a “balanced” occlusion in a fixed 
dentition and the importance of maintaining the functional, occlusal curve. 
Presiding Chairman Alfred P. Jason 


10:30—The Dentist in the Hospital 


Increased insurance coverage and appreciation by the general public of the advan- 

tages of dental service in the hospital have created vast new opportunities as well 

as responsibilities for the dentist. 

JOSEPH J. SQULL, JR., LUBBOCK, TEXAS.........+00ceeeceeeees BEVERLY ROOM 
Presiding Chairman H. E. Van Kannel 


10:30—-ANNUAL RESEARCH PRIVATE DINING ROOM NO. I 


Oral Changes in Normal and Scorbutic Guinea Pigs Injected with Ascorbic Acid-1-C™ 
SEYMOUR H. YALE, CHICAGO 
H. JEFFAY, CHICAGO 
C. I. MOHAMMED, SAN JUAN, PUERTO RICO 
Presiding Chairman Norman H. Olsen 


Tuesday Afternoon 


1: 30—Prophylactic Orthodontics: the Application of Fundamentals of Growth and Develop- 
ment to Procedures in Treatment 


As related to the development of a functionally and esthetically satisfactory occlusion, 

prophylactic orthodontics is concerned with preventing something bad from getting 

started or with preventing something bad from getting worse. 

SIDNEY I. KOHN, WEST ENGLEWOOD, NEW JERSEY............+++ BEVERLY ROOM 
Presiding Chairman Charles A. Mercier 


1:30—Clinical Procedures of Washed-Field Technics and Accelerated Efficiency in Dental 
Practice 
Clinical procedures of washed-field technic in operative dentistry, fixed prosthesis, 


surgery, and accelerated efficiency in dental practice together with employing dual- 
assisting at the chair will be discussed. - 


EARL MC WHERTER, HOT SPRINGS, ARKANSAS... .......0000-00e00005 BEL AIR ROOM 
Presiding Chairman Franklin W. Otto 


3:30—Bio-Cultural Aspects of Orality 


An exposition of the dynamics of orality: saischisteinids cultural, social and organic 
forces that ebb and flow between the mouth and total environment. 


HENRY B. BAUM, WAUKEGAN, ILLINOIS.........220055 PRIVATE DINING ROOM NO. I 
Presiding Chairman Russell K. Ephland 
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3:30—Electroformed Models from Rubber Base Impressions 
A positive technic for impressions without the problem of gingival tissue retraction, 
and the production of electroformed silver models for positive, two-visit fixed 
bridgework will be presented. 


IRWIN G. NEER, CHICAGO... ++ LOWER TOWER BALLROOM 
Presiding Chairman Henry H. Parkin 


3:30—The Use of Accelerated Operative Procedures in Children’s Dentistry 


Case presentation, treatment plan, office routine, and restorative procedures in 
children’s dentistry. 


KENNETH E. LAWRENCE, KANSAS CITY, MISSOURI............+.+.++BEL AIR ROOM 
Presiding Chairman W. Clinton Fisher 


3:30—Periodontal Failures: How and Why 
Some signs and symptoms of periodontal disturbances are so subtle that they are 
easily overlooked. The discussion will deal with the more common problems. ~ 


ROSS E. WALTZER, TULSA, OKLAHOMA.............+02++++++++++BEVERLY ROOM 
- > Presiding Chairman Benjamin P. Davidson 


Wednesday Morning 


g:00—Child Patient Training : 
The most important thing we do is to train our young patients to accept dental care. 


HAROLD K. ADDELSTON, NEW YORK............+.+..+++LOWER TOWER BALLROOM 
Presiding Chairman Charles A. Mercier 


9g:00—Crown and Bridgework with Resin Materials 
The physical properties of acrylic in fixed prosthesis with special attention to inter- 
changeable and non-interchangeable facings. 


BJORN S. HEDEGARD, | STOCKHOLM, SWEDEN..........PRIVATE DINING ROOM NO. 1 
Chairman Frank J. Madden 


9g:00—Rehabilitation—The Decision at the Crossroads 


The various technical procedures followed today will be evaluated with a discus- 
sion of the objectives we are striving to achieve in working with the natural den- 
tition. 


WILLIAM C. MC CASKILL, JR., DALLAS, TEXAS...........+.++++++++BEL AIR ROOM 
Presiding Chairman Henry C. Mergener 


g:00—Practice Management, Fees and Income 


An analysis of the bases for fees of individual phases of dentistry and the factors 
involved in dental fees deserved and secured. 


HENRY H. PARKIN, ROOM 
Presiding Chairman Benjamin P. Davidson 


10:30—Rx: A Complete Dental Service. Serve, Show and Suggest. 
Sig: Daily as Directed 
A prescription of practice management to achieve maximum benefits for both 
the dentist and the patient. 


RODERICK L. NYSTUL, PARK RIDGE, ILLINOIS. ..........PRIVATE DINING ROOM NO. 1 
Presiding Chairman Marion B. Hopkins 


10:30—X-ray Interpretation in Everyday Dental Practice 
We have recently learned that the dental x-ray contains more information than the 
presence of cavities and loss of alveolar bone. 


ARTHUR ELFENBAUM, CHICAGO.................++.+:LOWER TOWER BALLROOM 
Presiding Chairman W. Clinton Fisher 
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10:30—Conservation in Oral Rehabilitation 


Past and present concepts of the integration of cusps in "occluding natural teeth, 
and the necessity of using accurate counterparts of the masticating system in 
laboratory fabrication of the occlusal remedies will be stressed. 


CHARLES E. STUART, VENTURA, CALIFORNIA. BEL AIR ROOM 
Presiding Chairman Alfred P. Jason 


Wednesday Afternoon 


1:30-—Denture Procedure Consistent with the Physiology of the Masticating Organ 
Consideration of the principles and steps in full denture prosthesis consistent with 
the physiology of the stomatognathic system. 
CLAWSON N. SKINNER, WHITTIER, CALIFORNIA. ... BEL AIR ROOM 
Presiding Chairman Russell K. Ephland 


1:30—Endodontics 
With the advent of the newer anti-microbial drugs the practice of endodontics 
offers the patient a sound, medically acceptable service for the retention of teeth 
with pulpal involvements. 
E. JAMES BEST, EVANSTON, ILLINOIS. . PRIVATE DINING ROOM NO. 1 
Presiding Chairman H. Van Kennel 


3:00—Radiation Hazards in Dentistry—A Progress Report to the Profession 
An evaluation of the current literature that is pertinent to radiation hazards in 
dentistry plus an analysis of the responsibility of the dentist in the use of x-ray 
energy in clinical practice. 
SEYMOUR BM. VALE; CHICAGO. PRIVATE DINING ROOM NO. I 
Presiding Chairman Henry H. Parkin 


3:30—Flangeless, Palateless Dentures and Their Relation to Osseous Conservation in Imme- 
diate Denture Service 


Flangeless, palateless dentures can claim their origin to osseous conservation, be it 
nature retained, or, doctor preserved. 


Presiding Chairman Franklin W. Otto 


GROUP DEMONSTRATION 


Wednesday, 2:00 p.m. Room No. 14 

A Simplified Technic in Gold Inlay Construction 
To be presented in five stations: 

Cavity Preparation 

Wax Pattern Manipulation 

Investing 

Casting 

Cementation and Finishing 

By the AK-SAR-BEN STUDY CLUB 


B. B. O’Meare, Council Bluffs Floyd Paynter, Omaha 

O. D. Nelson, Omaha , L. F. Ripp, Omaha 

A. L. Cahoy, Omaha H. J. Slunicko, Omaha 
Edmond J. Dailey, Omaha Eugene A. Benton, Bellevue 
Leo Floersch, Omaha H. S. Susman, Omaha 


Hardy Scott, Omaha 
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TABLE CLINICS 


SHELDON RosENstTEIN, Chairman SamuEt B. RasisHaw, Vice-Chairman 
A, B AND C WILLIFORD ROOMS 


Monday, 2:00 to 5:00 p.m. 


Metis 


Crown and Bridgework 
D. A. BARRETT MILWAUKEE, WISCONSIN 


Porcelain Jacket Crowns, Porcelain Inlays Constructed from Hydrocolloid Impressions 


Procedure for the Veneer Crown Bridge 


Endedonta 


Surgical Treatment of Pyorrhea : 


JOHN R. ABBOTT... WEST POINT, MISSISSIPPI 


Accessibility for Successful Endodontics 


Root End Amalgam Technic in the Practice of Endodontia 


A Simplified Procedure for Root Canal Filling 4 


Vital Pulpotomy for Fractured Anterior Teeth 


Fall Mouth Rehabilitation 


Some Cases in Full-Mouth Rehabilitation Involving One Continuous Fixed Bridge, : 
Using Full Coverage and the Porcelain Transfer 


Quadrant Dentistry and Some Means of Attaining It 


E. REED LATER. «LOMBARD, ILLINOIS 


Conservative Gold Foil Restorations for Anterior Teeth: (a) Invisible and : i 
Inconspicuous Class III’s, (b) Technic and Manipulation of Platinum, 4 
(c) Demonstration of High Frequency Technic ‘ 


Preparation and Insertion of Class V Gold Foil Fillings 
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Chel 


Pathology of Anatomy 
HOWARD B. ADILMAN AND ARNO CHICAGO 


The Diagnosis, Various Methods of Treatment, and the Prognosis of Mild and Severe 
Traumatic Injuries to the Facial Bones in the Realm of Oral Surgery 


WALTER H. BECKER... FORT HOOD, TEXAS 


Oral Surgery Office Procedures and Cases 


The Safety of General Anesthesia in a Private Practice 


Pedodontics 


Oral Soft Tissue Disturbances in Children 
CHARLES R. CARPENTER. ... «HINSDALE, ILLINOIS 


The Use of the Rubber Dam and the Continuous Welded Matrix in 
Children’s Dentistry 


THEODORE R. FERGUSON. sCHICAGO 


Proviedentics 


The Application of Biteplane and Splinting to Periodontics 

Periodontology—Clinical 


Simplified Laboratory Technics 
CHARLES J. BAUMANN, JR. AND CHARLES J. BAUMANN, SR.........MILWAUKEE, WISCONSIN 


Dimensional Exactness and Many Uses of One Type of Silicone Rubber 


Therapeutic Diet for the Edentulous Patient With Special Reference to 
the Debilitated Individual 


Use of Self-Curing Plastic Materials for Director Patterns in Difficult Cases 

No Sutures Needed in Immediate Denture Construction 


Alveolar Bone Preservation in Immediate Denture Construction Through 
Balanced Occlusion 
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An Efficient Technic in Endodontics for the General Practitioner 

R. S. KLUGMAN AND R. H. ROTH.... FORT RILEY, KANSAS 
An Inexpensive Endodontic Incubator 

Use of Dental Centroscope 


University of Ubinois College of Dentistry Students 


The Use of the Bite Plate as a Pre-restorative Procedure 
DEAN BRADLEY 


Indirect Inlay Technic for Quadrant Dentistry Using Rubber Base Materials 
BRUCE MOWAT, CLAUDE SIMS AND LEO LUNDBERG 


Complete and Partial Denture Impression Technics 
WILLIAM L. SMITH, Faculty 


STUDENT CLINICIANS: EUGENE AIKMAN, ROBERT BRADBURY, ROGER MICHALSEN 
AND MISS NIJOLES SALKAUSKAS 


Ulinois Hygienists 


Doctor! Why a Dental Hygienist? 
Child Orientation 
Educational Aids 


Assistants Association 


The Dental Assistant’s Library 

University of North Carolina Study Course for the Dental Assistant 

First Aid in the Dental Office 

Do’s and Dont’s for Dental Assistants 

MARY BENTLEY AND PHYLLIS GOTTLIEB...........6.+++++++++++++VALPARAISO, INDIANA 


Before and After; Photography as an Adjunct in the Dental Practice 
ELEANOR WHYDE AND MARTHA + + CHICAGO 
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Tuesday, 2:00 to 5:00 p.m. 


A, B AND C WILLIFORD ROOMS 


Adequate Retention Forms for Fixed Bridge Abutments 


Indications and Contra-Indications for the Use of Pins in Fixed Bridgework 
G. I. BRINSDEN AND SOREN SORENSEN........s00eeeeeeeeeees 


Restoring Non-Vital Teeth in Crown and Bridge Utilizing the Indirect Technic 


Diagnosis 


Dental Diagnosis—X-Rays, Cultures and Slides—Dental Infections and Their 
Relation to Systemic Disease 


Exdedsatice 


Root Canal Therapy on Curettage for Anterior Teeth with Radiolucent 
Areas in One Hour 


Mechanics of Endodontia 


Successful Root Canal Therapy 


Full Mouth Rehabilitation 


“AIDA”—Attention-Interest-Desire-Action 
ROBERT L. MC . «_DENVER, COLORADO 


Implants 


Autogenous Transplants 


The Electro-Mechanical Surveyor 


BENJAMIN W. DUNN........ AIR FORCE BASE, TEXAS 
Mouth Protectors for Contact Sports 


The Deleterious Effects of Water on Stone Casts 
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Operative 


Correction of Posterior Unilateral Crossbite for the General Practitioner 


Case Presentation by Means of Simplified Before-and-After Photography 


A Simplified (practical) Method of Removing Impacted Teeth 
A. BUECHEL. DU LAC, WISCONSIN 


Therapeutics in Relation to Oral Surgery 
ARTHUR 0. CHRISTIANSEN. s+ MILWAUKEE, WISCONSIN 


Electrosurgery—Its Uses and Limitations. A Demonstration that Includes an 
Effective Anesthesis Technic and the Manipulation of Postoperative Packs 


FRANK E. ETZLER.. sDETROIT, MICHIGAN 


Modified Mandibular Nerve Block—Vazirani’s Technic 


Simple Orthodontic Procedures Prior to Partial Denture Construction 


Periodontal Surgical Dressing—Contents, Manipulation and Application 
EMILE THEODORE FISHER. sATLANTA, GEORGIA 
Laboratory Aids (medical and bacteriological) in the Treatment of 
Periodontal Disease 

MARVIN sEVANSTON, ILLINOIS 


The Correction of Occlusion in Natural Teeth as an Aid in the 
Treatment of Periodontia 


Padodantics 
Present Status of Tranquilizing Medication in Children’s Dentistry 

The Esthetic and Functional Restoration of the Anterior Teeth of Children , 


HOWARD S. ROSEN... FOREST, ILLINOIS 
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Prosthodontics 


Mouth Preparation—Its Role in Modern Dentistry 


Stress Analysis of a Class Two Restoration 

Application of Cephalometric Radiographs to Prosthetic Dentistry 

Correction of Occlusion, Balance and Loss of Vertical Dimension in Full 
Denture Cases 


Occlusal Rehabilitation, a Direct, Precise Technic to Correct 
Occlusion Without the Use of an Articulator 


Rehabilitation Involving Orthodontic, Periodontic and Bite-Balancing 
Prosthetic Appliances 


JACOB B. SHAYKIN......-+ CHICAGO 


Modern Pentomic Role of the Army Dentist 


C. S. BENKUS AND G. G. FORT RILEY, KANSAS 
Ridge Extension Procedures in Prosthetics 
K. W. HUGHES......... FORT LEONARD WOOD, MISSOURI 


Impression Technic for Complete Dentures 


Loyola University of Dentistry 


Extensive Amalgam Restorations and Proper Manipulation 
ANTHONY GAMBLE, ANTHONY FRANK, JOHN TOOMEY 


Rubber Dam Technics 
JAMES CALDER, MAURICE HACK, DAVID KESLING 


Orthodontics 
RICHARD LOGULLO, EDWARD LUZWICK 


Mnois Dental Hygienists Association 


Lactobacillus and Dental Caries Control 


Presentations on Preventive Dentistry 

BARBARA MOQUIN AND DIANA CHICAGO 
The Hygienist—A Perfect Time Saver 

ALICE SHIPILO. eee eeee eee eee CHICAGO 


Dental Assistants Association 


Assisting in Oral Surgery 

Recalls—The Backbone of the Dental Practice 

Bite Blocks and Acrylic Trays 

What is an Assistant? 

A Positive and Simple Technic for Investing Inlays ‘ 


BETTY eee ee ee ee MOLINE, ILLINOIS 


Wednesday, 2:00 to 5:00 p.m. 


A, B AND C WILLIFORD ROOMS 


Direct Three-Quarter Cast Gold Crown Wax Pattern with Consideration 
Given to Physical Properties of the Wax 


The Circular Veneer Crown with Gold Cusps 


Diagnosis 


Oral Cancer Diagnosis 


Bleaching the Discolored Pulpless Tooth 


Endodontic Procedures for Devitalized Teeth 


Full Mouth Rehabilitation 


Temporomandibular Joint Dysfunction, Examination, Diagnosis and Treatment 

Full Mouth Rehabilitation 

FRED WEITZ, H. J. SHAPIRO, SAMUEL GOFFEN, CHARLES SHECHTMAN : 


60 


a 
‘ 
ES 
- 
be. 
= 


Implants 
“Histopathologic Studies of Five-Year Implants in Dogs,” and 
“Clinical Report in Humans” 


Smoking and Pre-cancerous Lesions 


An Early Primary ‘Treatment of Oroantral Perforations 

EMMETT H. JURGENS AND PAUL E. JURGENS........--.0-ccececececs DECATUR, ILLINOIS 
Operative 
Double Featherweight Saliva Ejector 

Inlay Clinic 

HERMAN SUSMAN, R. W. OMAHA, NEBRASKA 


Ciel 
Uses of Streptokinase in Oral Surgery (Cellulitis, Abscesses, Hematomas, and 


Prevention of Tissue Reactions to Surgical Manipulation) 


Onvthedentics 


Adult Orthodontics 


edodontics 


Some Uses of Cephalometric Roentgenography in Pedodontics 
AUBREY M. . «SKOKIE, ILLINOIS 


Space Maintainers in Children’s Dentistry ‘ 


P. eriodontics 


Use of Bite Plates in Management of Periodontal Trauma ; 


Whscellancens 
| 


A Modified Expony-Resin as Dentare Base Material 
WILLIAM L. KYDD AND EDWARD FREDRICKSON WASHINGTON 


Precision All-Metal Dies, using Silicone as an Impression Medium 


The Location and Transfer of Hinge Axis on Full Upper and Lower Dentures, 
Using Intra and Extra-Oral Tracing at Vertical to be Maintained 


First Impressions of the Total Patient are as Important to Diagnosis as are 
Impressions of his Jaws 


The Dental Use of Ice Cartridges 


Amalgam Restorations 


W. E. MALONE AND D. P. URBAN... sCHICAGO 


US. Navy 


Naval Dental Research 


MAURICE A. MAZZARELLA, GEORGE H. GREEN AND 
THOMAS B. WEBER... sGREAT LAKES, ILLINOIS 


Naval Dental Care at Great Lakes 
RAMON J. WALLENBORN.......0..00sseeeeeeeerceeeeeeeeess«+GREAT LAKES, ILLINOIS 


Casualty Treatment Training for Dentists 
JAMES F. KEENAN AND TRAVER R. HAMILTON...........+...++..++GREAT LAKES, ILLINOIS 


Practical Endodontics for the General Practitioner 

Periodontal Surgical Procedures 


Vorthwestern University Dental Shel Students 


Self-Curing Acrylic Denture Repairs 

ALAN KEYS, PIETER SMITH AND PAUL QUILLMAN 
Immediate Dentures 

KENNETH B. WAHL 


Biopsy Technic for the General Practitioner 
MELVIN KNIGHT AND NICHOLAS KATRIS 
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Recall Systems 
NANCY KEYES AND JUDY EBLIN 


Dental Ausistants 
Efficiency in the Modern Operating Room 

CAROL ZACHB. ccc MILWAUKEE, WISCONSIN 
Mixing Cements and Silicates 

Inlay Investing 

Know Your Tooth Anatomy 


University of College of Dentistry Assistants 


Training the Dental Assistant at the University of Illinois 
JAN ELLIS, ROSANNA KIRN AND DOROTHY PILLOT 


Instrument Control Technics for Office Efficiency 
STUDENT DENTAL ASSISTANTS 


You are cordially invited 
to visit 
the Association's headquarters 
222 East Superior Street 
Chicago 11, Illinois 


Mlnois Dental Hygienists Association 
Radiography Technic 
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PROJECTED CLINICS 
 WILLIFORD B 


Presiding-Chairman, BENJAMIN GANS 


A projected clinic is a closely correlated presentation by slides and oral comment of a pro- 
cedure or the handling of a single dental problem. 


Monday 

9:30—Restoration and Function and Esthetics in Pathologic Migration 

10:00—Technics of Intraoral Biopsy : apes 

10:30—Newer Medicaments in Endodontic Procedures 

E. JAMES BEST. s+ EVANSTON, ILLINOIS 
11:00—Medical Emergencies in Dental Practice 


11:30—Management of Injuries to the Young Permanent and Primary 
Anterior Dentition 


A. E. TWERSEN.. ses KANSAS CITY, MISSOURI 


Tuesday 

9:30—Preparation of Teeth for Jacket Crowns 

10:00—Rapid Denture Repairs 

10:30—Crown and Bridge 

11:00—Periodontics 

11:30—Platinum Centered Foil 


Wednesday 
9:30—Surgical Procedures for Dental Prosthesis 
10:00—How to Personalize Dentures 


10:30—Preparation of Full Coverage Abutments Using High Speed and 
Compound Tube Impressions 


11:00—Technic for Elimination of Periodontal Pockets 


11:30—Impressions for Immediate Dentures 


EDWARD J. KOZAK... CICERO, ILLINOIS 
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VISUAL EDUCATION 
Upper Tower Ballroom 


Epmunp A. Werre, Chairman 


Henry W. Freirac, Vice-Chairman 


Monday Morning 


g:00—The Medical Witness 
THE WM. S. MERRELL COMPANY. +++GINGINNATI, OHIO 


9:40—The Doctor Defendant 
THE WM. S. MERRELL COMPANY. OHIO 


10:15—Cosmetic Reshaping of the Natural Teeth 
J. BRUCE RUSHTON, D.D.S............ +BEVERLY HILLS, CALIFORNIA 


10:40—Preparation of Teeth for Full Coverage 


11:10—Bite Plane—An Adjunct in the Treatment of Periodontal Disease 


11:30—Thumbsucking 


Monday Afternoon 


1:30—Dental Health at the Crossroads 
THE J. M. NEY COMPANY. .... e++++HARTFORD, CONNECTICUT 


2:15—A Full Mouth Rehabilitation 
UNIVERSITY OF TENNESSEE, CROWN AND BRIDGE DIVISION 


4:15—Operating Room Technic Under General Anesthesia 
STATE UNIVERSITY OF IOWA, BUREAU OF AUDIO INSTRUCTION. .... .-IOWA CITY, IOWA 


Tuesday Morning - 


9g:00—Resuscitation for Cardiac Arrest 
E. R. SQUIBB AND SONS... PARK, ILLINOIS 


9: 25—Mandibular Sub-periosteal Implant Dentures 


10:00—Immediate Full Upper Dentures Without Lip Protrusion 
HENRY D. ROHRER... ses sROCHESTER, NEW YORK 


10:25—Motion Study in the Dental Operatory 
MARVIN E. MUNDEL & ASSOCIATES... WISCONSIN 


10:50—Removal of Vital Pulp—Conservative Treatment 
UNIVERSITY OF KANSAS CITY SCHOOL OF DENTISTRY 


11:20—Filling of Root Canal and Root Resection 
UNIVERSITY OF KANSAS CITY SCHOOL OF DENTISTRY 


11:45—Present Status of Antibiotics in Dentistry 
WYETH LABORATORIES. PENNSYLVANIA 
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Tuesday Afternoon 


1:30—Operation Ivy. 


CIVIL DEFENSE AGENCY. ccc sCHICAGO 


2:00—Operation Doorstep 


CIVIL DEFENSE AGENCY. ... cc sCHICAGO 


2:15—Pattern for Survival 


2:40—The Edentulous Rehabilitation with Implantation 
E. J. KRESSE, D.D.S. AND FRED METZ, D.D.S.............-+..+++DENVER, COLORADO 


3: 10—Operative Procedures for the Acrylic Veneer Full Cast Crown 
MARTIN ENTINE, PENNSYLVANIA 


3:30—Laboratory Procedures for the Construction of the Acrylic Veneer 
Full Cast Crown 


MARTIN ENTINE, «PHILADELPHIA, PENNSYLVANIA 


4:00—Alveolar Preparation for Dentures 
The Surgical Removal of Impacted Mandibular Third Molars 
Immediate Denture Surgery 


HOWARD E. GILLETTE, sAURORA, ILLINOIS 


Wednesday Morning 


9:00—Strike One Cleft Palate 
UNIVERSITY OF KANSAS CITY SCHOOL OF DENTISTRY 
9:35—Gingival Surgery in Periodontal Therapy 
WYETH LABORATORIES. PENNSYLVANIA 
10:00—Operative Dentistry for the Handicapped Child 
KENNETH E. LAWRENCE, D.D.S. .. CITY, MISSOURI 
10:20—Cineradiography with Image Intensification 
CLEFT PALATE PENNSYLVANIA 


10:40—Post-Resection Endodontics 
DAVID GREEN, sBROOKLYN, NEW YORK 


11:10—Root Canal Therapy and Currettage for Anterior Teeth in One Hour 


11:30—Children with Cleft Palates 
UNIVERSITY OF MICHIGAN, AUDIO-VISUAL EDUCATION CENTER 


Wednesday Afternoon 


1:30—A Technic for Locating and Recording a Hinge Axis 
MARTIN ENTINE, PENNSYLVANIA 
1:45—Root Canal Therapy for the Acute Alveolar Abscess 
MORRIS M. GLASSER, MASSACHUSETTS 
2:15—A Full Mouth Rehabilitation 
UNIVERSITY OF TENNESSEE, CROWN AND BRIDGE DIVISION 
4:15—Immediate Full Upper Dentures Without Lip Protrusion 
HENRY D. ROHRER, NEW YORK 
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‘SCIENTIFIC EXHIBITS 
Lours J. Paviicex, Chairman 
Georce F. Voct, Vice-Chairman 


Northwestern University Cleft Lip and Palate Institute 

Endodontia and Pericurettage for Anterior Teeth with Radiolucent Areas in One Hour 
J. A. Camara, New York City 


Joseph C. Muhler, Department of Biochemistry, 
Indiana University Medical Center, Indianapolis 


Dental Treatment of the Cerebral Palsied 

United Cerebral Palsy Dental Guidance Council, New York City 
Oral Pathology in Health and Disease 

L. Schultz, Chicago; R. Atterbury, Oak Park; S. Vazirani, Chicago 
Dental Health Education 

American Dental Association, Chicago 
Oral Pi . Pt iol . and P hol . 


Clifton O. Dummett, Veterans Administration Hospital, 
Tuskegee, Alabama 


Committee on Dental Health Education, Chicago Dental Society 
Chronology of Tooth Development in Cattle 
University of Illinois College of Dentistry, Chicago 


How To Present a Dental Health Program To Schools, P.T.A.’s and Civic Groups 


Rodney H. Marks, Dental Department, Stickney Township 
Public Health Department, Berwyn, Illinois 


A New and Superior Endodontal Bacteriocidal Agent 
E. James Best and B. F. Gurney, Chicago 


The Dental Hygienist as a Dental Health Educator 


Northwestern University Dental Hygienists, Chicago 
Junior American Dental Hygienists’ Association 


Historical Exhibit 
Illinois State Dental Society 

Dental Research at the National Bureau of Standards 
National Bureau of Standards in Cooperation with the 


American Dental Association, Army, Air Force, Navy and 
Veterans Administration 
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The Army Dental Corps Looks to the Future 
U. S. Army Dental Corps, Office of the Surgeon General, 
Department of the Army 
The Dental Assistant of Today _ 
American Dental Assistants Association 
Stereomicroscopic Study of Apical Foramina 
Double Canals in Single Roots 
David Green, Brooklyn, New York 


Thomas K. Barber, Chicago 


_The American Dentist in Foreign Service 
The Missionary Dentist, Seattle, Washington 


Dental Health for All 
National Dairy Council 
The National Dairy Institute, Chicago 
Oral L O 1 R t ili 
Zoller Memorial Dental Clinic, University of Chicago 
Marked Reduction of Postoperative Sequelae to Oral Surgical 
Herbert A. Krasner, Bloomfield, New Jersey 
Chicago’s Dental Health Program 
Dental Health Section—Chicago Board of Health 
Research Dentistry—School of Aviation Medicine 
United States Air Force Dental Service 
The Dental Assistant’s Pledge 
Chicago Dental Assistants Association 
Exploratory Research in Toothbrushing Instruction 
Professional and Educational Services, Colgate-Palmolive Company 


Disturbances in the Development of the Permanent Dentition 


Department of Orthodontia, Loyola University School of 
Dentistry, Chicago College of Dental Surgery, Chicago 


Use of the Auxiliary Head Rest in the Treatment of Children 
Max L. Bramer, Chicago 

Research Program—Murry and Leonie Guggenheim Foundation Institute for Dental Research 
New York University College of Dentistry, New York City 
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DIRECTORY OF TECHNICAL EXHIBITORS 
EXHIBIT HOURS 


SUNDAY 
1 p.m. to 6 p.m. 


MONDAY AND TUESDAY 
9 a.m. to 6 p.m. 


WEDNESDAY 


Exhibitor 


Abbott Laboratories 
Aderer, Inc., Julius 


American Consolidated Mfg. Co., Inc ‘ 
American Ferment Co., Inc. 

Ash, Sons & Co., U.S.A. Inc., Claudius 

Astra Pharmaceytical Products, Inc 

Atwood Laboratory 184 


Baker Dental Div., Englehard Ind Inc. 

Blakiston Div., McGraw-Hill Book Co., Inc 330 
Boos Dental Laboratories, Inc., Henry 129-130-131 
Bosworth Co., Harry J 

Bristol-Myers Products Division 326 


Caulk Co., The L. D. (Chicago) 

Caulk Co., The L. D. (Milford) LLI-T1Q-113-114 
Chayes Dental Instrument Corp 

Chicago Dental Mfg. Co 

Cleveland Dental Mfg. Co 

Church & Dwight Co., Inc. 155 


Aisle 
E 
A 
H 
Cc 
M 
A 
K 
B 
E 
G 

Lobby 
Lobby 
B 
A 
M 
D 
Cc 
M 
M 
G 
E 
D 
Cc 
Cc 
M 
K 
G 
A 
Cc 
E 
H 
B 
A 
E 
K 
M 
D 

Lobby 
A 
B 


q 
: 
9 a.m. to 5 p.m. 
Booth No. 


Booth No. 


13-14-15-69 
Dental Perfection Co., Inc. , 
Dentists’ Supply Company of New York 93-94-95-96 


~ 


Hall Industries, Inc. 

Hallanco Coat Co. .............. bs bee toe 188 
Handler Mfg. Co., Inc. 314 


Hu-Friedy, Inc. 145 


Jelenko & Co., Inc., J. F 


Lactoma, Inc. -46 
Lederle Laboratories, American Cyanamid Co 


Medical Plastics Laboratory 331 


70 


Aisle 


Exhibitor 
aN 
ohnson 
K 
\ 


Exhibitor Booth No. 


North American Philips Co., Inc. ........... 
Novocol Chemical: Mfg. Co., Inc. 
Nyko, Inc. 


Ohio Chemical & Surgical Equipment Co... ... 202 


South Shore Dental Laboratory, I 
Standard Dental Laboratories of Chicago, meee ee 
Star Dental Mfg. Co., Inc..... 
Stern Dental Co., Inc. 


Aisle 
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Exhibitor Booth No. 


Aisle 


MODEL TRIMMERS 


with longastng 10° grinding wheel and adjstabe 
grinding table which permits rapid change of pos 
or angles .. powered by bah beara 
capacitor motor. Exceptionally compact . 

Price: $110.00 


(With Ys HP capaciter meter — $10.00 additional) 


Hevi-Duty Medel Trimmer —a real werk herse — has 
12” grinding whee! and 4 HP capacitor motor. 
Price: $130.00 


4 
Le Yates Mfg. Co 4 
4 
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Now...for high-speed procedures, 
use the anesthetic with 


Yes...patients do desire a duration of anesthesia 
that keeps them comfortable while you do your unhurried, 


meticulous job...but then doesn’t linger unnecessarily 
long after you "ve dismissed them. 


In fact, isn’t that precisely the of duration you, 
too, desire? Not so short that you have an agitated patient 
requiring reinjection ...not so long that you have 

a patient disgruntled by protracted paraesthesia. 


That’s the duration you get with Ravocaine HCI 0.4% 
and Novocain 2% with Neo-Coserrin 1:20,000 and, 
of course, you also get these other fine features for which 


ods Duration this solution is acclaimed: 

‘atien + Extremely Fast Onset + Unprecedented Depth 
P ts ¢ Unsurpassed Tolerance 
Desire 


Go ALL Modern—Order your supply today 
in standard or short size cartridges. 


RA VOCAINEic ~-NOVOCAIN 


of propoxzyceine HC Brand of 


NEO-COBEFRIN’ 


Brand of levo-nordetrin 


* NEO-COBEFRIN, NOVOCAIN AND RAVOCAINE are the trademarks (Reg. U. S. Pat. Off.) of Sterting Drug Inc. 
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his heart and the emotional factors that affect his well-being. Another =e sched- 
uled for Sunday afternoon, is designed for the junior and senior dental students 
of Northwestern, Illinois, Loyola and Marquette Dental Schools and their wives 
and will parallel the very popular panel of a similar nature inaugurated a year ago. 

Another program feature that promises to be intriguing is a closed-circuit tele- 
vision program scheduled for all three days. This is a logical expansion of the 
half-day session of 1958 that turned away hundreds of men anxious to see the 
clinical work and this effective method of teaching demonstrated. Presented through 
the effective and whole-hearted cooperation of Mr. John Blickenstaff, Head of the 
Department of Visual Education of Loyola University School of Dentistry, Chi- 
cago College of Dental Surgery, clinical demonstrations and table clinics, originat- 
ing in one section of the hotel where an operating room and facilities for the han- 
dling of patients will be set up, will be shown on a group of monitor television 
screens in Room Two.on the Third Floor. 

Another program feature of note will be a group demonstration by the famous 
Ak-Sar-Ben Dental Group of Omaha, Nebraska giving a five-station progressive 
presentation of their technics. This will be on Wednesday afternoon. 

The 1959 Motion Picture Program has been selected by Edmund Werre and his 
committee and will again take place in the Upper Tower Ballroom starting at 9:00 
each day. Ed has arranged a full schedule with just one film repeated. This is an 
outstanding two-hour presentation of a full mouth rehabilitation process and is 
repeated because it is anticipated that there will be a heavy demand to see it again. 

Louis Pavlicek, with his helpers of the Scientific Exhibit Committee, have ar- 
ranged displays that will completely fill the mezzanine area, the third floor corridor 
and the Astoria Room. 

The Exhibit Registration Committee chaired by William Shippee is responsible 
for another sold-out exhibit hall. The exhibits will again open at one p.m. on Sunday 
afternoon. 

N. Tope Maxson heads the all-important Registration Committee and he and 
his men will have you registered in the Normandie Lounge and on your way in 
short order. (Shorter order if your dues are paid in advance, of course). 

The Chairman, this year, of the Ladies’ Luncheon and Fashion Show Com- 
mittee, is Virginia Walters (Mrs. E. G.) and she and her committee have arranged 
with Maggie Daly, nationally known style authority, radio and television person- 
ality to present an array of fashions from Carson, Pirie, Scott and Company’s 
French Room, a full fur show and a collection of custom-designed hats and, in 
addition, speaking of innovations, a few fashions for men! This takes place in the 
Grand Ballroom on Tuesday noon. 

Howard V. Phillips and his committee members in charge of entertainment have 
selected an outstanding floor show. This will be preceded by a fellowship hour 
and dinner and followed by dancing to Bud Dinwiddie’s band and we are all 
looking forward to a long and happy evening of fun and entertainment. I urge you 
to check the reservation blanks in the colored center spread of this issue now for 


both the dance and the Ladies’ Luncheon and assure yourself and your lady a - . 


good location. 

Everyone involved in the Midwinter Meeting, officers, directors, committee 
chairmen and members and staff have done their best to produce a program that 
will do honor to our Midwinter Meeting’ s high traditions. Only one thing more— 
your attendance—is needed to make it a complete success. I'll see you there! 

William T. Osmanski, 
General Chairman 
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You'll be Welcome! 
Come see us at Booth No. 337 


GEROW DENTAL co. 


QUALITY - SERVICE- RELIABILITY 


NEW MOTOR CHAIRS - $685.00 
Our own line of new steel modular cabinets — priced right 


NEW WEBER EQUIPMENT LINE 


Always on Display at... 
2147 Lincoln Avenue Chicago 14, Illinois 


Diversey 8-8300 Established 57 Years Diversey 8-8299 


a brand new approach to prophylaxis... 


rapid = thorough = effective 


without pumice or pasfe! : 

© No pumice, paste or polishing medium required 

e Faster than pumice — yet less abrasive CONE 

@ Removes stubborn tobacco or green stains readily DIAMOND 

e No mess — no splash — you work in a clear field PATENT PENDING FLAME 

© No special technic — just keep IMPS moist 

e You get 2 to 3 prophylaxes with each IMP INTRODUCTORY ASSORTMENT 

© Can be cold sterilized 12 IMPS — $3.45 

Satisfaction guaranteed — or return for full credit SEE THEM AT BOOTH 176. 
THROUGH YOUR REGULAR DEALER MIDWINTER MEETING 


Manufactured in U.S.A. by 
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al Development & Mfg. Corp. * 649-653 Washington Ave., Brooklyn 38, N. Y. ‘ ae 


P.O. Box 548 
Highland Park 
IDiewood 2-9475 
Enterprise 2820 


FOR RENT 


MONROE BLDG., 104 S. Michigan Ave., operat- 
ing room, lab and business office in large suite. 
Also, one furnished operating room with use of 
other facilities in suite with another dentist. Both 
spaces face Lake Michigan. Mr. Pocock, Room 230, 

or HArrison 7-0260. 


One and two-room suites now available in newly 
remodeled medical building. Air-conditioned. Com- 
plete decorating. Receptionist service available. 
Stineway Drug on the premises. Northeast Jack- 
son Blvd. and Pulaski. Low rental. Phone Mr. 
Trout, AUstin 7-1855. 


2449-51 N. CICERO AVENUE—Space for rent 
in new dental and medical building, just com- 
pleted—will fulfill dentist’s specifications. Rent 
includes air-conditioning, heat and water. Contact 
D. T. Chechile, M.D., HUmboldt 9-6676 or 
SPring 7-1046. 


Office for Rent: Modern medical building. Oppor- 
tunity for Orthodentist. Air-conditioned. Ample 


parking space. Glenview, Illinois. Wyatt & Coons, 
GLenview 4-3000. 


For Rent: One-chair dental office. Good Uptown 
Bank Building location, north exposure, overlook- 
ing Lake. Equipment and furnishings available, if 
desired, at low cost. Telephone LOngbeach 1-2543. 


PROFESSIONAL BUILDING, Kedvale & Law- 
rence Avenues, Chicago. Now under construction. 
Air-conditioned. Custom-designed to your indi- 
vidual needs. Ample parking facilities. MUlberry 
5-1050. 


For Rent: SOUTH SUBURBAN. Ground floor 
dental suite, edge of business district. Has plumb- 
ing in. Ideal setup for young dentist that wants to 
grow with fast-growing community. Telephone 
Dolton o690 or address A-4, The Fortnightly Re- 
view of the Chicago Dental Society. 


DENTAL SUITE on ground floor, desirable 
neighborhood, attractive building, air-conditioned, 
receptionist, janitor service, reception room, 
Specialist only due to lease restrictions. 4200 N, 
Central. Call ‘TErrace 2-0855. 


FOR SALE 


WHERE SERVICE COUNTS—AFTER THE 
SALE—See GEROW Dental Equipment Company. 
New and rebuilt equipment on display at all times. 
New elec. motor chairs, $685.00. Ritter Trident, 
$350.00. New modern cabinets—mobile, any color, 
$248.00. Authorized American-Weber dealers 
GEROW DENTAL EQUIPMENT COMPANY, 
2147 N. Lincoln Ave., Diversey 8-8300, if busy, 
call Diversey 8-8299. 


For Sale: Ritter model “E” Master unit, with 
thermo-water heater, all accessories and Castlé 
light. Call VIllage 8-0027, Dr. J. J. Haller. 


Sheridan Road 
| 
A Highland Park, Ill. 
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For Sale: Dental office well equipped, practically 
new with cold water service in operating room for 
cuspidor. Located on second floor of residential 
apartment building near Irving Park and Sheridan 
Road. Is set up for immediate practice or will sell 
the outfit and instruments separately in single 
pieces. Call LAkeview 5-7730 any day before one 
o'clock. 

For Sale: Dental office, 2 chairs, fully equipped, 
x-ray. Room 1519, Pittsfield Building. Selling on 
account of illness. Dr. Joseph Wiener, PLaza 
2-4610. 


For Sale: Contour chair with adaptor for dental 
chair base. Like new. TAlcott 5-2139. 


For Sale: Complete mahogany-equipped dental 
office. Mattern x-ray and developing tank ; Harvard 
unit with air cut-off, Triluminar light and x-ray 
view box; Ritter chair, Pelton sterilizer, Weber 
cabinet, floor mat, and other equipment. BElmont 
5-9022. 


For Sale in Suburban Oak Park: High gross in- 
come two-chair dental office. It is completely 
equipped with a three-year-old cream-white Weber 
unit, Kerr ultra highspeed handpiece and Hanau 
water spray, motor chair, Ritter x-ray, lab, etc. 


information. 


Dentist’s office, Southwest Side, completely 
equipped—plus 5-room living quarters—only 
$17,500. Brick building, 22x62, enclosed rear 
porch, two bedrooms, large living and dining room, 
new oil-fired hot water heating unit, 1/2-car frame 
garage. Low taxes. Sabella Realty Co., 11019 S. 
Kedzie, BEverly 3-0800. 


For Sale: Weber Empire unit, Ritter No. 2 dental 
chair, Pelton E & O light, Ritter model “D” com- 
pressor, Sanette waste disposal, Shelley mobile 
dental cabinet. All cream-white and in excellent 
condition. $700.00, or offer. Dr. Weinstein, ROgers 
Park 4-1344. 


FOR RENT PART TIME 


For Rent: Available two days per week. Marshall 
Field Annex Building—Completely equipped den- 
tal office with hydrocolloid facilities; Airotor. DEar- 
born 2-0226. 


WANTED TO PURCHASE 


Dentist with twenty years experience would like to 
buy active dental practice in Chicago suburb. Give 
full details in first letter. Address A-1, The Fort- 
nightly Review of the Chicago Dental Society. 


New or slightly used 2 or 1 complete dental unit, 
chair, cabinet, sterilizer. Please give age, color 
and price. Address A-8, The Fortnightly Review 
of the Chicago Dental Society. 


Call Village 8-0750 or Glen Ellyn 5634 for further 


caries-active 
patients 


Peppermint, Spearmint, Fruit, 
Cinnamon, Clove, Grape and Licorice. 


Mint, Lime, Clove, Wintergreen, Wild Cherry, 
Choco-Drops and Licorice. Also less 
Fruit Drops and Cough Drops. 


Available at drug stores, ent and 

health food shops. Samples and literature, in- 
cluding Patient Distribution Folders, upon re- 
quest. Please give druggist’s name and 


AMUROL PRODUCTS COMPANY 
NAPERVILLE, ILLINOIS 


@ 
SUGARLESS “SWEETS” 
SUGARLESS | 
2 MINT 
SPEAR 
y 
NON-CARIOGENIC GUM 
~ 
A) | Sweetens 
NON-CARIOGENIC MINTS 


Wanted: Dental office and practice. Prefer Loop 
area or North Shore suburbs. Two chairs minimum. 
Can handle transaction with cash. Diversey 8-7009. 


WANTED TO RENT 


Wanted: Information concerning office space in 
North Suburban area offering greatest opportunity 
for establishing high type general practice. Com- 
plete details solicited. Address A-6, The Fortnightly 
Review of the Chicago Dental Society. 


OPPORTUNITIES 


DENTISTS WANTED: If you are ‘young’ and 
licensed in Illinois, there are some excellent full 
and part time opportunities for your consideration. 
Call ANdover 3-0145—GARLAND MEDICAL 
PLACEMENT—for details. 


ASSOCIATIONS.WANTED 


Association Wanted: Would like to share office 
with another dentist who has two operating rooms 
or room to put in second chair. Object—to work 
part time on my patients. Belmont to Law- 
rence to Western Avenue preferred. Address A-3, 
The Fortnightly Review of the Chicago Dental 
Society. 


Experienced and capable Northwestern graduate 
desires association in North Suburban group prac- 
tice. Address A-5, The Fortnightly Review of the 
Chicago Dental Society. 


Young cooperative dentist, with military obligation 
fulfilled, desires part time work—one, two or three 
days a week. RO 4-2765. 


Association Wanted: Well qualified dentist desires 
association, purchase of practice considered later. 
Must be busy and lucrative, available at once. Mili- 
tary obligations complete. Address A-9, The Fort- 
nightly Review of the Chicago Dental Society. 


HELP WANTED 


DENTAL HYGIENIST. Part time. Southwest 
Side. Modern office. Call GArden 4-8110. 


SITUATIONS WANTED 


NEED OFFICE HELP, DOCTOR? Need an ex- 
perienced chairside assistant? Or would you prefer 
an eager-to-learn BEGINNER for training YOUR 
way? In either case, phone us. We are employment 
counsellors to the dental and medical professions. 
Our city-wide placement service is FREE to the 
employer. Your inquiry will be handled in confi- 
dence. There’s no obligation. ASSOCIATED 
MEDICAL PERSONNEL BUREAU, 71 North 
State Street. Telephone ANdover 3-3438. 


DENTAL ASSISTANT—Fourteen years experi- 
ence working for a recently deceased doctor in Chi- 
cago area. Proficient in x-ray procedure, person- 
able receptionist and some chair assisting. Excellent 
references. To contact, please call ES 8-4994 or 
CO 1-6920. 
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DENTAL HGYIENIST seeks position, full or part © 
time. Two years’ experience. Telephone BUtter- © 
field 8-6970, or address A-7, The Fortnightly Re- © 
view of the Chicago Dental Society. : 


Call ANdover 3-0145—GARLAND MEDICAL 
PLACEMENT — MARSHALL FIELD ANNEX 
BLDG., 25 E. Washington St.—For carefully 
screened assistants available—experienced counsel- 
lors to assist you promptly at NO COST TO YOU 


... EXPERIENCED DENTAL ASSISTANTS— © 


at the present time we have 19 women who have 
from 2 to 13 years of experience in the Dental 
Field. Many are able to assist at the chair, take © 
and develop Radiographs, handle Laboratory pro- 
cedures—and 2 of these competent Assistants have 
Bosworth System training. Ages vary from the 
younger to the more mature Assistant—most have 
done typing, billing and light bookkeeping . . . 30 
‘TRAINEES—If you prefer to train a high caliber 
young woman—anxious and willing to learn—our 
TRAINEE group includes some Undergraduate 
Nurses, General Office Girls, High School and 
College Graduates who want an opportunity to 
learn and work in a challenging position. Salary 
requirements for most of these girls is of secondary 
consideration. Our service is Confidential and 
FREE to the employer. NATALIE GARLAND, 
Director. For information on above plus MANY 
others call ANdover 3-0145—-GARLAND MEDI- 
CAL PLACEMENT—MARSHALL FIELD AN- 
NEX. 


MEDICAL PLACEMENT SPECIALISTS—New 
Personnel available now. A FREE SERVICE TO 
EMPLOYER: DENTAL ASSISTANT—EXPE- 
RIENCED—Age 26—four years experience with 
General Practitioner—‘*Tops” as Chair Assistant— 
can invest inlays, run impressions, work with Den- 
tures, take and develop X-Rays, -as well as handle 
Reception Desk, appointments, books and billing. 
... TRAINEES: We have a number of applicants 
who are very much interested in the Dental field. 
Some of them have limited experience in dental 
offices, some have nursing backgrounds, others 
office backgrounds. All are looking for an oppor- 
tunity rather than salary . . . For these and many 
more experienced assistants and trainees in Chicago 
and all suburban areas, carefully screened by expe- 
rienced counsellors, call MISS CLARE, MEDI- 
CAL PLACEMENT SPECIALISTS, ‘111 N. 
WABASH, GARLAND BLDG., AN 3-0382 No 

charge to employer for our services. 


DENTAL ASSISTANT to Oral Surgeon or Gen- 
eral Practitioner—twenty-five years old—has had 
2¥Y2 years experience as dental assistant. Duties 
have included chairside assisting, taking, develop- 
ing and mounting of x-rays, plus some laboratory 
work. 1958 graduate of Wayne School of Dental © 
Nursing, Chicago, Illinois. References, appearance 
and personality are above average. Please write to 
Miss Lillian Marciniak, 5810 S. Fairfield Ave. 
Chicago, Ill. 
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Applicants for Membership 


Apret, Donatp A. (Northwestern 1957) 
North Suburban, 635 Roger Williams, High- 
land Park. Endorsed by James S. Gold and 
Arthur J. Block. 


AppLe, Howarp (Illinois 1951) Kenwood, 
6252 South Park Ave. Endorsed by William 
Burton and Howard R. Greenberg. 


Beun, G. E. (Meharry 1924) Kenwood, 3900 
Indiana Ave. Endorsed by E. A. Lights and 
Ellis C. Reed. 


Biecua, Ricwarp J. (Loyola 1958) North- 
west Side, 4967 N. Austin. Endorsed by 
Walter E. Dundon and Herbert F. Jahnke. 


CarMIcHAEL, Lewis A. (U. of Tenn. 1956) 
North Suburban, 943 Orchard, Antioch. En- 
dorsed by B. R. Berke and R. A. Carlucci. 


CarNELLI, Victor T. (Northwestern 1956) 
North Suburban, 956 Deerfield Rd., Deer- 
field. Endorsed by Charles H. Schelhas and 
S. Bradford. 


Gortiies, Seymour L. (U. of Illinois 1958) 
North Side, 3225 Lawrence Ave. Endorsed 
by Seymour H. Yale and Elmer A. Jasper. 


Jounson, Carvin M. (Illinois 1958) West 
Suburban, 27 W. Calendar Ave., LaGrange. 
Endorsed by John F. O'Connell and 
Anthony J. Williams. 


Lercu, Hersert B. (Illinois 1956) North 
Side, 3726 W. Wilson Ave. Endorsed by 
Charles S. Druck and Ernest R. Gillis. 


Mutacexk, Ronatp T. (Loyola 1956) West 
Suburban, 1700 Warrenville Rd., Lisle. En- 
dorsed by Edward F. Kritzke and Emil 
Mulacek. 


Neman, ABRAHAM (Illinois 1958) West Side, 
808 S. Wood St. Endorsed by O. Kenneth 
Johnson and A. G. Anderson. 


Reeve, Cuartes M. (Loyola 1958) West 
Side, 1757 W. Harrison St. Endorsed by 
Nicholas J. Brescia and Frank M. Wentz. 


Venema, Jr., Wituiam (U. of Illinois 1956) 
West Suburban, 6026 Roosevelt Rd., Oak 
Park. Endorsed by Theodore B. Kurtz and 
John M. Spence. 


vis NEW Crescent catalog is 
ready... Included is an illustration 
and description of every 
ARTICULATOR from the Crescent 
Line. Shown also are the accessories 
and articulator parts numbered 
for your convenience. A complete 
price list and handy order form 
comes with the 20-page brochure. 
A copy will be mailed to you 
without obligation by return mail. 


CRESCENT DENTAL MFG. CO. 
1839 S. Pulaski Road + Chicago 23, lil 


Please send Crescent Articulator Catalog to 
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NEWS AND ANNOUNCEMENTS 
(Continued from page 20) 


South Suburban Branch: Regular 
monthly meeting on January 13th will 
feature a talk on high speed technics and 
equipment by Dr. John Coady. 

West Suburban Branch: A workshop 
on “Emergency Casualty Care for the 
Dentist” will be presented by the Branch 
in cooperation with the Chicago Dental 
Society Civil Defense Committee and the 
Berwyn Health Department, on January 
14th, 21st and 28th, 7:30 p.m., at the 
Berwyn Health Department Building. 


WEST SUBURBAN BRANCH 
CANDIDATES FOR ELECTION 


The following slate of officers has been 
announced for the West Suburban 
Branch for 1959-1960: President, Olaf 
Opdahl; President-elect, Joseph T. Bro- 
phy; Vice-president, Weston O. Olsen; 
Secretary. Robert A. Atterbury; Treas- 
urer, LeRoy C. Sanden; Librarian, B. R. 
Jones; Board of Directors, Edward F. 
Kritzke, Wallace S. Kirby and Howard 
J. Buchner. The election will take place 
on March roth. 


WORKSHOP IN CASUALTY CARE 


The West Suburban Branch in co- 
operation with the Chicago Dental So- 
ciety Civil Defense Committee and the 
City of Berwyn Health Department is 
sponsoring a three-session workshop on 
“Emergency Casualty Care for the Den- 
tist.” The meetings will be held on 
Wednesday evenings at 7:30, January 
14th, 21st and 28th, at the Berwyn Health 
Department, 26th Street and East Ave- 
nue, in Berwyn. 

The general theme of the workshop 
will be the consideration of procedures 
in caring for patients in emergency situa- 
tions such as might occur from civil 
disasters such as fires and automobile 


accidents, natural disasters such as floods © 


or tornadoes, or wartime disasters. There 
will also be motion pictures on Civil De- 
fense; Chemical, Radiological and Bio- 


logical Warfare, and Care of Disaster 
Casualties. 

The CDS Civil Defense Committee has 
obtained an excellent panel of speakers, 
each an expert in his field. Enrollment is 
open to all members of the Chicago Den- 
tal Society. Since the group size will be 
limited, registration should be made well 
in advance by calling Dr. William Tolar 
at GUnderson 4-0062. 


HYGIENISTS’ MEETING 


The next meeting of the Illinois Dental 
Hygienists Association will be held on 
January 8th at Younker’s Restaurant, 
7:15 p.m. Elections of officers will take 


place at this meeting. 


C.D.A.A. NEWS 


The regular monthly meeting of the 
Chicago Dental Assistants Association 
will take place on January 15, 8:00 p.m., 
at the Palmer House. Dr. Paul Kanchier, 
Vice-president of the Chicago Dental 
Society, will be the guest speaker for the 
Capping Ceremony of the 7th Certifica- 
tion Class. 

The three branches of C.D.A.A. will 
hold meetings on January 13th, with 
dinners at 7:00 and business meetings at 
8:00. The South Side Branch meeting at 
Nielsen’s Restaurant will feature a dis- 
cussion by Dr. M. B. Hopkins on “Repair 
with Quick Setting Acrylic.” The North, 
Northwest, and North Suburban Branch 
will meet at the Villa Sweden; guest 
speaker will be Dr. J. Eugene Best on 
“International Meeting of Dentists and 
Experiences in Rome.” West Suburban 
Branch meeting will be held at Otto’s 
Restaurant and Dr. Paul Topel will speak 
on “Trip to the Mediterranean.” 


The preacher was dining with the 
Smiths, and Mrs. Smith, who had been 
coaching her little son on his table man- 
ners for the past week, was astounded to 
hear Junior give out with a lusty belch. 

“Oh, Junior,” the mother hastened to 
admonish, “what do you say?” 

“Happee-ee New Year!” 
shouted. 


Junior 
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We are looking forward to seeing you at 
THE MIDWINTER MEETING 
of the 
CHICAGO DENTAL SOCIETY 


Our space is BOOTH NUMBER ELEVEN 
Please make our exhibit your headquarters 


FRINK DENTAL SUPPLY 
Representing all leading manufacturers— 
supplies, teeth, equipment 
4753 Broadway LOng Beach 1-3350-3351 


WE WELCOME YOU 
TO VISIT US—BOOTH 42 
AT THE MIDWINTER MEETING 


HUNTINGTON & HOMER, INC. 
400 W. Madison Street, CHICAGO 6, ILL. 


(The Chicago Daily News Building) 


AGENTS FOR THE DISABILITY AND HOSPITAL 
PLANS OF THE CHICAGO DENTAL SOCIETY 
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ARTHUR J. SCHROEDER LABORATORIES 
are growing again. We have just added 500 square feet. 
This is our second expansion in two years. 


We have added six new gold 
benches and created a new Ce- 
ramic Studio. This is to continue 
our exclusive Personalized Resto- 
rations. lt means better service 
to you. 


tting inlays, acrylic veneer 
bce and lifelike vacuum fired 
Porcelain Jackets and Permadent 
crowns and bridges, has prompted 
us to expand our Laboratories in 


these departments. 


SINCE 1919 : 
5834 Lincoln Avenue : 
Chicago 45, Illinis LABORATORIES 
PHONES: LOngbeach 1-9670- | -2 
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TRADEMARK REG. U.S. PAT. OFF. 
PATNO. 2.784, 717 
AND OTHER PATENTS PENDING 


MOBILE 
TABLE 
MODEL 


Providing finger-tip ease of operation 

at the dental chair and the convenience of 
multiple-operatory use, the NEW 

MOBILE TABLE VACUDENT is the most 
recent (and economical) advancement in 
oral evacuating equipment for 

modern dentistry. 

This new, self-contained Vacudent 

placed near the back of the dental chair 
provides an ideal working surface 
convenient to both dentist and assistant. 
Equipped with an auxiliary electrical 
outlet and space for other equipment, the 
Mobile Table Vacudent— used in 
conjunction with DENSCO air and water 
quick-change boxes— doubles as a 
Vacudent-Air Turbine mobile unit which can 
be disconnected and moved from one 
operatory to another. 


Aero-Turbex Mounted On 

Mobile Table Vacudent 

@ The DENSCO Aero-Turbex 
(or any other air turbine) 
can be 
mounted on the 


Table Vacudent. 
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Dentists’ re-orders attest to efficacy and safety of new 


DUOCAINE 


a combination of Butethamine HCl 114% 
and Procaine HCl 2% with Epinephrine 1:65,000 


This unusual synergistic combination offers marked 
spreading ability and potent anesthesia with a dura- 
tion of from 11% to 214-hours. 


ASK FOR SHOW SPECIAL AT BOOTH #308 
AT THE MIDWINTER MEETING 


*Trade Mark and Patent Pending 


raham Chemical Corp. 


129-21 MERRICK BLVD. 
_ SPRINGFIELD GARDENS, N.Y. 
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on teeth look for the Crescent 


The word “sterling” on silver is the customer’s guarantee of true 
quality. It protects him against the substitution of something which 
may appear to be the same, yet is of inferior value. 


You are protected in the very same way when you prescribe Trubyte 
Tooth Products. Every Trubyte Tooth Product carries an identifica- 
tion which makes substitution of an inferior product an impossibility. 


The embossed Crescent Trademark which appears on the lingual 
surfaces of all anterior forms, and on the saddle or ridge lap area of 
posteriors, distinguishes Trubyte Tooth Products from all others. It 
serves as your final check that the tooth specification has been pre- 
cisely followed—the way you want it! It prevents substitution, 
either by intention or mistake. 


To achieve the finer functional and esthetic results which are pos- 
sible with Trubyte Tooth Products, always be sure. Always look for 
the Crescent Trademark. 


THE DENTISTS’ SUPPLY COMPANY OF N. Y. York, Pennsylvania 
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These golds meet all your inlay needs 


DEEONE- Type “A” Casting Gold of 65 Brinell hardness. 
Soft Used where a soft inlay gold is indicated, espe- 
cially for gingival and one surface inlays. 


DEETWO.- Type “B” Inlay Gold of 100 to 105 Brinell 
Medium hardness. The right alloy for average inlays, 
bridge abutments and cast bridge work. 


DEESIX- Type “C” Inlay Gold of 128 to 189 Brinell 
Hard hardness. Heat treats readily. Excellent for 
carmichaels, 3/4 crowns, cast crowns, M.O.D. 

and cast bridges. 


You can count on the same fine working and service- 
able properties in these DEE GOLDS every time, because 
scientific control of production assures unvarying uni- 
formity. If you have not used DEE GOLDS, may we 
suggest you try them. They meet the A.D.A. specifications 
and we’re confident you will find them very satisfactory. 


HANDY & HARMAN 
DEE PRODUCTS GENERAL OFFICES & PLANT 


1900 WEST KINZIE STREET CHICAGO 22, ILL. 
TORONTO 28, ONTARIO, 141 JOHN ST. © LOS ANGELES 63, CALIF., 3625 MEDFORD ST. 
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